SPRINGER (RALPH C.) ComMPANY ©. 
Designs for crazy daisy winder. 
oe P., illus. © 19Ju1)8; 
4A89733~ 





Mi658 SPRINGER, RACHEL FIELDING. 
-P4S Pennsylvania marching song; words and 
music by Rachel Fielding Springer. 
‘© Rachel Fielding Springer; 12Jan49; 
EP34469. 


I, Title. 


Library of Congress 


Copyright Office d sp 





SPRINGER, RICHARD. 

Die elektrolytische Abscheidung des 
Mangans. 435 p. illus; © Akademische 
Verlagsgesellschaft Geest & Portig K.-G.; 
Leipzig; 23Aug51; AF0-6217. 


I, Geest und Portig K.-G., Akademische 
Verlagsgesellschaft. 


FES -4 1952 


Library of Congress S lwg/r 


Copyright Office 





M1630 SPRINGER, RUBY. 
2 My dream of memories, words by Hattie 
S C. Thomas, music by Ruby Springer. 
© Nordyke ’ Publishing Co., Hollywood, 
Calif.; 26Aug48; EP33105. 


I, Thomas, Hattie C., lyricist. II. Title. 


Library of Congress 
Copyright Office 





M1630 SPRINGER, RUDOLPH. 
2 Ain’t agonna; words by Larry Middleton, 
8 music by Rudy Springer. © Nordyke Pub, 
Co., Hollywood, Calif.; 20May49; EP3901'. 


I. Middleton, Lawrence, lyricist. II. Title, 


Library of Congress 
Copyright Office 





M1630 SPRINGER, RUDOLF, 1900- 

“2 At Christmas time; [words by Bertha M. 

5S Moten, music by Rudy Springer] Holly- 
wood, Crown Music. © Bertha M. Moten; 
12Apr54; EP80317. 


I. Title. [II. Moten, Bertha M., 1902- 


xM1629.3 


Library of Congress Gi .C5 





M1630 SPRINGER, RUDOLPH. 
oa Beneath the stars and sky of blue; lyrics 
a) by Will Page, music by Rudy Springer. 
St. Louis, distributed by Shattinger. 
© Will Page; 12Aug49; EP39358. 


I, Page, Will, 1886- _ lyricist. 
II. Title. 


Library of Congress 
Copyright Office 





M1630 SPRINGER, RUDOLPH. 

2 Come on, let's sing; words by Emmy 

.S Kelley, music by Rudy Springer. 
© Nordyke Pub. Co., Hollywood, Calif. ; 
9Jun49; EP45800. 


I. Title. [II. Kelley, Emmy] 


Library of Congress MAY 18 1950 
Copyright Office 





Springer, Rudolph. 


GONE m Elliot Blaine © w & m Rudolph 
Springer 7Jan49 EU153052 


Library of Congress & 
Copyright Office 





M1630 SPRINGER, RUDOLPH. 

2 How about me? Words by John Blasi, 

Ss music by Rudy Springer. © Nordyke 
Publishing Co., Hollywood, Calif.; 
11Jan49 (in notice: 1948); EP35817. 


I. Blasi, John, lyricist. II. Title. 


Library of Congress 
Copyright Office 





PULPWOOD BLUES m Rudolph 
ringer ©w Albert Moorer lJunti 





Mi630 SPRINGER, RUDOLPH. 
2 I want someone; words by Bertha E. Asher, 
5 music by Rudy Springer. © Nordyke 
Publishing Co., Hollywood, Calif.; 
17Mar49; EP36880. 


I. Asher, Bertha E., lyricist. IL. Title. 





M1630 SPRINGER, RUDOLPH. 

2 I’m going ’to build a little dream house; 

S words by Joseph Perio, music by Rudy 
Springer. © Nordyke Pub. Co., Holly- 
wood, Calif.; 24yan49: EP38899, 


I, Perio, Joseph, lyricist. 
Il. Title. 


Library of Congress 
Copyright Office 





M1630 SPRINGER, RUDOLPH. 
2 Lavender and old lace; words by Gene 
S Hummer, music by Rudy Springer. 
© Nordyke Pub. Co., Hollywood, Calif. ; 
4May49; EP40377. 


I. Hummer, Eugene, lyricist. “IL. Title. 


Library of Congress 
Copyright Office a 





Springer, Rudolph. 


LOUISE © w David I. Sergeant m Rvu- 
dolph Springer 2Jun49 EU169140 


Library of Congress eS 
Copyright Office 





M1630 SPRINGER, RUDOLPH. 

2 Lullaby; words by Helen Lobanoff, 

Ae music by Rudy Springer. © Arlington 
Music, Hollywod, Calif.; 7Aprl8; 
EP27563. 


Library of Congress & 


Copyright Office 





M1630 SPRINGER, RUDOLPH. 

02 No one but you; words by Mary Giadrossich, 

. = music by Rudy Springer. © Nordyke 
Publishing Co., Hollywood, Calif.; 3Feb49; 
EP35850. 


I, Giadrossich, Mary, lyricist. IL. Title, 


Library of Congress 
Copyright Office 





Mi630 SPRINGER, RUDOLPH. 
2 No one will ever love you the way I love 
a) ou; words by Mary Cano, music by Rudy 
pringer. © Nordyke Publishing Co., 
Ket : _ Calif.; 11Jan49 (in notice: 1948); 


I, Cano, Mary, lyricist. U1. Title. 


Library of Congress 
Copyright Office 





M1630 SPRINGER, RUDOLPH. 

2 Nobody seems to want me anymore; words 

JS by Ellie Harper, music by Rudy Springer. 
© Nordyke Publishing Co., Hollywood, 
Calif.; 11Jan49 (in notice: 1948); EP35843. 


I. Harper, Ellie, lyricist. II. Title. 


Library of Congress 
Copyright Office 





M1630 SPRINGER, RUDOLPH. 

2 Of course we ll deny it, all crazy people 

S do; words by Abner J. McDannel, music 
by Rudy Springer. © Nordyke Publishing 
Co., Hollywood, Calif.; 11Jan49 (in notice: 
1948): EP35808. 


I. McDannel, Abner J., lyricist. II. Title. 


Library of Congress 
Copyright Office 





Springer, Rudolph. 


PINES BELOW AND BLUE SKIES ABOVE 
m Rudolph Springer ©w Sophia 
Cardarelli 29Dec47 EULLOOL, 





M1630 SPRINGER, RUDOLPH. 

ok The road of life; words by Susie M. Heider- 

a.) man, music by Rudy Springer. © Nor- 
dyke Pub. Co., Hollywood, Calif.; 25Jun49; 
EP40907. 


I. Heiderman, Susie M., lyricist. II. Title. 


Library of Congress 
Copyright Office @ 





M1630 SPRINGER, RUDOLPH. 

ot You’re the dream of all my dreams; words 

5S by Earl Davis, music by Rudy Springer. 
© “pig ir Publishing Co,, Hollywood, 
Calif.; 11Jan49 (in notice: 1948); EP35874. 


I, Davis, Earl, lyricist. U., Title. 


Library of Congress 
Copyright Office 





M1630 SPRINGER, RUDY. 

ee Den't laugh at me; words by Wanda 

2S Alvarez, music by Rudy Springer. 
© Nordyke pane Sab » Holly- 


wood, Calif.; 25Marl8; EP26005. 


Library of Congress & 


Copyright Office 





M1630 SPRINGER, RUDY. 
I'm not the same without you; words 


by John L. Faull, music by Rudy 
© Nordyke Publishing Co., 


Springer. 
Hollywood, Calif.; 3Aprl8; EP25280. 


eS 


Library of Congress a 


Copyright Office 





Springer, Rudy. 


I'M SORRY; w & m Charles Qualls Jr. 
arr Rudy Springer © on changed w 
Charles Qualls Jr. 17Jul52 EU283260. 
Appl. states prev. reg. 31Aug48, 
EU141887. 


Library of Congress & 
Copyright Office 





M1630 SPRINGER, RUDY. 

2 Itchy kitchy koo; words by Max Klann, 

S music by Rudy Springer. © Nordyke 
Publishing Co., Hollywood, Calif.; 
30Dec48; EP33468. 


I. Klann, Max, lyricist. II. Title. 


Library of Congress 
Copyright Office 





1630 SPRINGER, RUDY. 

Just of you; words by Lennie McK [ pseud. | 
music by Rudy Springer. © Nordyke 
Publishing Co., Hollywood, Calif.; 
22Dec48; EP33542. 


I. McKenzie, Leonard W., lyricist. 
Il. Title. 


Library of Congress 
Copyright Office € 





M1630 SPRINGER, RUDY. 

2 Mountain slope; words by Mary Jane 

°S Carter, music by Rudy Springer. 
© Mary Jane Carter; 19Janl8; 
EP22126, 





M1630 SPRINGER, RUDY. 

22 oh, what a dream [words by Joe Smith } 

:s music by Rudy Springer. © Nordyke 
Publishing Co., Hollywood, Calif.; 
2Aprli8; EP25607. 





M1630 SPRINGER, RUDY. 
ay with me; words by Dawn Kelley 


.2 Pl 
a [pseud.], music by Rudy Springer. 
© Nordyke Pub. Co., Hollywood, Calif. ; 


6Sep49; EP46502. 


I. Title, [I]. Finley, Ruby] 


Library of Congress & 
Copyright Office 





M1978 SPRINGER, RUDY. 

eR3S Railroad man; words by Roger 
Williams, music by Rudy Springer. 
© Nordyke Publishing Co., Holly- 
wood, Calif.; 1May8; EP28072. 


Library of Congress eS 
Copyright Office 





Springer, Rudy. 


SWEETHEART OF HAWAII © w Thomas Robert 
Francis Burns m Rudy Springer 
22Augh9 EU176611 


Librery of Congress @ 


Copyright Office 





Springer, Rudy. 


WHO'S GOT MY HEART m Rudy Springer 
© w Robert Winfield Lee 8Feb49 
EU156416 


Library of Congress es 


Copyright Office 





SPRINGER, RUDY. See also 
Springer, Rudolph. 





Springer, Thomas G., d.193. 


M1508 MANA-ZUCCA, pseud. 

(The queue of Ki-lu) Double the trouble; 
bass or baritone aria from the opera The 
queue of Ki-lu, by Mana-Zucca, [Op.214, 
Lyric by Irwin M, Cassell and T. G, 
Springer] 75¢ © Congress Music Publi- 
eations, Miami, Fla.; 23Dec50; EF16354, 


I. Title, II. Title: The queue of Ki-lu, 
[Ill, Cassell, Irwin Maurice, 1886- 
IV. Springer, Thomas G., d.1943] 


Library of Congress MAY . 1 7 
Copyright Office 





Springer, Thomas G., d.19,3. 


M1508 MANA-ZUCCA, pseud. 
(The queue of Ki-lu) Double the trouble; 
bass or baritone aria from the opera, 
The queue of Ki-lu, by Mana-Zucca 
[Op.214, Lyric by Irwin M, Cassel and 
T. G, Springer] 75¢ © Congress Music 
Publications, Miami; 23Dec50; EP61420, 


I, Title. Il, Title: The queue of Ki-lu, 
[IIl. Cassel, Irwin Maurice, 1886- 
IV. Springer, Thomas G., d.1943] 


Library of Congress 
Copyright Office 





M1508 





Springer, Thomas G., d.19)3. 


MANA-ZUCCA, pseud. 

(The queue of Ki-lu) Moon of Kwang Tung; 
baritone aria from the opera The queue 
of Ki-lu by Mana-Zucca, [Op,214, lyric 
by Irwin M, Cassel and T, G. Springer] 
75¢ © Congress Music Publications, 
Miami; 14Dec51; EP60553. 


MAR 17 1959 
I, Title. Ul, Title: The queue of Ki-lu. 
[III. Cassel, Irwin Maurice, 1886- 
IV, Springer, “~ G,, d.1943] 


Library of Congress 
Copyright Office 


Springer, Thomas Grant. 


LADYBUGS; w Thomas Grant Springer, m 
Vaughn De Leath Geer. © 14Feb25, 
E605781. R106783, 4Feb53, Alma 
Cunningham (NK of V. D. Geer) 


Library of Congress © 
Copyright Office 





SPRINGER, THOMAS GRANT. 

The queue of Ki Lu, a one act opera in 
three scenes; music by Mana-Zucca 
{pseud.] libretto by Thomas Grant 
Springer and Irwin M. Cassel. Text 
and music in separate volumes. © 
Mana-Zucca Cassel, Miami, Fla.; 
le music 16Dech6, le libretto 5Febl.7; 


DP1158. 





111621 
mei5) 


Springer, Thomas Grant, lyricist. 
Bransen, Walter. 
- So I go singing; poém by Thomas Grant 
Springer. New fork, Sprague-Coleman. 
50¢ 
C 25MarhO; 2c loJunl6; publisher; 
EPYN37. 


For voice and piano, 


L. Springer, Thomas Grant, lyricist. 
ELLs Title. 


] a © 
Library of Congress @ Music Cat, 
Copyright Office : 





M1630 SPRINGER, TONY. 
Veloa; words and music by Richard Adler, 
s Philip Springer and Tony Springer. 
© Mills Music, inc., New York; 4Apr49; 
EP35649. 


I, Adler, Richard, joint composer. 
Il. Springer, Philip, joint composer. 
I. Title, 


Library of Congress 
Copyright Office 





M1630 SPRINGER, TONY, 1928- 

Disillusioned; by Phil Springer, Joan Javits 
and Tony Springer. [For voice and piano] 
50¢ Appl, states prev. reg, 21Sep53, 
EU331644, © Trinity Music, inc., 

New York; 8Mar54; EP78694, 


I, Springer, Philip, 1926- II, Javits, 
Joan Ellen, 1928- III. Title, 


Library of Congress a 





Springer, Tony. 


DISILLUSIONED; w & m Phil Springer, 
Joan Javits & Tony Springer © Trinity 
Music, inc. 21Sep53 EU331644 


Library of Congress S& 





M1630 SPRINGER, TONY, 1928- 

x Santa baby; words and music by Joan 

as) Javits, Phil Springer [and] Tony 
Springer. 40¢ Appl. states prev. reg. 
16O0ct53, EU334620. © Trinity Music, 
inc., New York; 19Nov53; EP75899. 


I, Javits, Joan Ellen, 1928- II, Spring- 
er, Philip, 1926- Ill. Title. 


xM1629,3 
Library of Congress @ C5 
Copyright Office ‘ 





Springer, Tony. 


SANTA BABY; w & m Joan Javits, Phil 
Springer & Tony Springer © Trinity 
Music, inc, 160ct53 EU334620 


Library of Congress e 





Springer Publishing Company, inc. 


STEINBERG, CHARLES LE ROY. 

Arthritis and rheumatism; the 
diseases and their treatment, by 
Charles LeRoy Steinberg with five 
contributors. 326 p. © Springer 
Pub. Co., inc.; 10Jun54; A144594. 


I. Springer Publishing Company, inc. 


Library of Congress oS er/¢ 


Copyright Office 





Springer Publishing Company, inc., New York. 


SILVERBERG, WILLIAM V. 

Childhood experience and personal destiny; 
a psychoanalytic theory of neurosis. New 
York, 1952. 289 p. © Springer Pub. Co., 
inc.; 20May52; A67828. 


I. Springer Publishing Company, inc., New 
York. 


Library of Congress /r 
Copyright Office 





Springer Publishing Company, inc. 


GOLDZIEHER, MAXIMILIAN ALEXANDER, 
ed, 

Endocrine treatment in general practice, 
edited by Max A. Goldzieher and Joseph W., 
Goldzieher. New York, 1953. 474 p. 
illus. © Springer Pub. Co., inc.; 23Jan53; 
A81699., 


I. Goldzieher, Joseph William, joint ed. 
Il, Springer Publishing Company, inc. 


sfh 
Library of Congress ip 
Copyright Office 





Springer Publishing Company, inc. 


GREENBLATT, MILTON, ed. 

Frontal lobes and schizophrenia; 
second lobotomy project of Boston 
Psychopathic Hospital. Edited by 
Milton Greenblatt and Harry C. 
Solomon. 425 p. © Springer Pub. 


Co., inc.; 30Nov53; Al120413. 


I. Massachusetts. Psychopathic Hos= 
pital, Boston. 

II. Solomon, Harry Caesar, joint ed. 
III. Springer Company, inc. 


L 
Library of Congress je 


Copyright Office 





Springer Publishing Company, inc. 


VON HAAM, EMMERICH. 

Fundamentals of disease; a textbook 
of pathology and clinical pathology 
for nurses. 424 p. © Springer 
Pub. Co., inc.; 17Aug53; A104273. 


I. Springer Publishing Company, inc. 


Library of Congress @ hj 4 





Springer Publishing Company, inc. 


BUCKY, GUSTAV. 

Grenz ray therapy: principles, meth- 
ods, clinical applications, by 
Gustav Bucky and Frank C. Combes. 
[Contributors: Ralph Howard Brodsky 
and others] 204 p. © Springer 
Pub. Co., inc.3; lJun543 A143935. 


I, Combes, Frank Charles, joint author. 
II. Springer Publishing Company, inc, 


Library of Congress i) 


Copyright Office rf 





Springer Publishing Company, inc. 


MODELL, WALTER, 

Handbook of cardiology for nurses; 
heart disease and its treatment, 
the patient and his nursing care, 
by Walter Modell and Doris R. 
Schwartz. Foreword by Edna L. 


Fritz. 2ded. 3520p. © Springer 
Pub. Co., inc.; 1May543; A139385. 


I. Schwartz, Doris R., joint author, 
II. Springer Publishing Company, inc. 


Library of Congress ee 


Copyright Office 





Springer Publishing Company, inc., New York. 


MODELL, WALTER. 
Handbook of cardiology for nurses: the 
disease, the patient, modern concepts 
of treatment. Foreword by Edna L, 
Fritz, New York, 1952. 246 p. illus. 
© Springer Pub. Co., inc.; 1Apr52; 
A65419, 


I, Springer Publishing Company, inc., New 
York, 


Library of Congress 
Copyright Office @ / is 





Springer Publishing Company, inc. 


BEUSCHER, JACOB HENRY. 
Law and the farmer. New York, 1953. 
406 p. illus. © Springer Pub, Co., inc.; 
15Apr53; A88149, 


I. Springer Publishing Company, inc. 


j/-~ 
Library of Congress 
Copyright Office 





Springer Publishing Co., inc. 


SEIDEN, RUDOLPH, ed. 

Livestock health encyclopedia; the control 
of diseases and parasites in cattle, sheep, 
and goats, swine, horses, and mules, 
With explanation of veterinary, medical, 
pharmaceutical, chemical, and other 
scientific terms. Based on official publi- 
cations. Foreword by Robert L. Anderes. 
614 p. illus. © Springer Pub. Co., inc., 
New York; 30Nov51; A62080. 

1952 


I. Springer Publishing Co., inc. FE3 -4 


Library of Congress 
Copyright Office cg/ r 





Springer Publishing Company, inc. 


NURNBERGER, JOHN I. 

Pituitary chromophobe adenomas: neuro- 
logy, metabolism, therapy; a clinical 
study of the sellar syndrome, by John I, 
Nurnberger and Saul R. Korey. New 
York, 1953. 282 p. illus. © Springer 
Pub. Co., inc.; 25May53; A95587. 


I, Korey, Saul R., joint author. 
Il, Springer Publishing Company, inc. 


Library of Congress j/ 
Copyright Office 





Springer Publishing Company, inc. 


KANE, IRVING J. 

Sectional radiography of the chest. Fore- 
word by Edward D. Churchill. New York, 
1953. 154p. illus. © Springer Pub. 
Co., inc.; 9Jun53; A95588. 


I, Springer Publishing Company, inc. 


Library of Congress i/ 
Copyright Office 





Springer Publishing Company, inc. 


MODELL, WALTER. 

The use of drugs; a textbook of pharma- 
cology and therapeutics for nurses, by 
Walter Modell and Doris J. Place. New 
York, 1953. 468 p. illus. © Springer 
Pub. Co., inc.; 17Jun53; A95914. 


I, Place, Doris J., joint author. 
Il. Springer Publishing Company, inc. 


Library of Congress ee ihe 


Copyright Office 





mhe springer spaniel, 


RIDDLE, MAXWELL, 

The springer spaniel; a complete presenta- 
tion, with illus. of the origin, development, 
breeding, showing, training including field 
work and field trials, kenneling, care, and 
feeding of this breed of dog, along with 
numerous charts of pedigrees of leading 
sires. [3ded.] 192 p. © on additions & 
revisions; Judy Pub. Co., Chicago; 
2Feb51; A56992. 


Per auG 2 0 1951 
I, Judy Publishing Co. 


Library of Congress ; 
Copyright Office hmp/ ¥ 





Springer spaniel. 


Dean, Fred H 
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Springer, Verlag, 





Springer-Verlag OHG. 


FISCHER, JOHANNES. 
Abriss der Dauermagnetkunde. 240 p, 
illus. © Springer-Verlag OHG, Berlin; 
12Jul49; AF-0243. 


I Springer-Verlag OHG. 


Library of Congress 
Copyright Office © 





Springer Verlag OHG. 


BAY, EBERHARD, 

Agnosie und Funktionswandel; eine hirn- 
pathologische Studie, 194p, illus, 
(Monographien aus dem Gesamtgebiete 
der Neurologie und Psychiatrie, Heft, 
73) © Springer-Verlag OHG,, Berlin; 
20ct50; AF12102, 


I, Springer Verlag OHG, 


Library of Congress S 
Copyright Office 





Springer-Verlag OHG. 
ROST, GEORG ALEXANDER, 
Allergie und Praxis; eine Einfthhrung in die 
Arzte und Studierende, 


Allergielehre fir 
191 p. illus. © Springer-VerlagOHG,, 


Berlin; 9Aug50; AF0-2828, 


I, Springer-Verlag OHG, 


Library of Congress 
Copyright Office a 





Springer-Verlag OHG., Berlin. 


SIEMENS, HERMANN WERNER. 
Allgemeine Diagnostik und Therapie der 
Hautkrankheiten, als Einftihrung in die 
Der matologie fiir Studierende und 
Praktiker. Berlin, 1952. 263p. illus. 
© Springer-Verlag OHG.; 21Jul52; 
AF13047. 


I, Springer-Verlag OHG., Berlin. 
Il. Title. 
Ill, Title: Hautkrankheiten.: 


Library of Congress 
Copyright Office 





Springer-Verlag OHG. 


SANDER, BRUNO, 

Allgemeine Gefugekunde und Arbeiten im 
Bereich Handstuck bis Profil. 215 p. 
illus. (His Einfuhrung in die Gefiige- 
kunde der geologischen Korper, 1. T.) 
© Springer-Verlag OHG, Wien; 28Dec48; 
AF11064, 


I Springer-Verlag OHG. 


Library of Congress 
Copyright Office & 





Springer Verlag OHG, 


BETHE, ALBRECHT TH. JULIUS. 
Allgemeine Physiologie. Berlin, 
1952. 294p. illus. © Springer- 
Verlag OHG.; 3Jun52; AF0-8191, 


I. Springer Verlag OHG. 


Library of Congress 
Copyright Office 





Springer-Verlag OHG. 


JASPERS, KARL, 

Allgemeine Psychopathologie. 4., vollig 
neu bearb. Aufl. 748 p. illus 
© Springer-Verlag OHG, Berlin: 190ct46; 
AF10910. 


L Springer-Verlag OHG. 


Library of Congress 
Copyright Office 





Springer-Verlag. 


KIRSCHNER, MARTIN, ed. 

Allgemeine und spezielle chirurgische 
Operationslehre, 2, Aufl., hrsg. von 
N, Guleke und R. Zenker, 2, Bd.: 

Die Eingriffe am Gehirnschadel, Gehirn, 
an der Wirbels&ule und am Ritickenmark, 
von N, Guleke. 589p, illus. 

© Springer-Verlag, Berlin; 9Jun50; 
AF12012, 


I, Guleke, Nicolei, ed. Il. Zenker, Rudolf, 
ed. Ill, Springer-Verlag. 


Library of Congress ¢ Nov 2 
Copyright Office mds-r 





Springer-Verlag. 


KIRSCHNER, MARTIN, 
Allgemeine und spezielle chirurgische 
Operationslehre; hrsg. von N, Guleke 
und R, Zenker, 7, Bd,, T, 1. Die 
Eingriffe in der Bauchhéhle. 2, Aufl. 
868 p. illus. © Springer-Verlag, Berlin; 


20Aug51; AF12556. 
I. Guleke, Nicolai, ed. 


II. Zenker, Rudolf, ed. 
III, Springer-Verlag. 


Library of Congress @ 
Copyright Office sh/ kw 





Springer-Verlag OHG. 


ZWIEDINECK-SUDENHORST, OTTO VON. 
Allgemeine Volkswirtschaftslehre. 2. neu 
bearb, Aufl. 298 p. (Enzyklopadie der 
Rechts- und Staatswissenschaft, Abt. 
Staatswissenschaft, 33) © Springer- 
Verlag OHG, Berlin; 2 20Dec48; AF10924., 


IL, Springer-Verlag OHG. 
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Springer-Verlag OHG. 


SCHWENKHAGEN, H. F. 
Allgemeine Wechselstromlehre. 1. Bd.: 
Grundlagen. 544p. illus. © Springer- 
Verlag OHG., Berlin; 11Aug51; AF12575. 


I, Springer-Verlag OHG. 


br/r 


Library of Congress 
Copyright Office 





Springer-Verlag OHG. 


GESELLSCHAFT DEUTSCHER METALL- 
HUTTEN- UND BERGLEUTE, CHEMIKER- 
FACHAUSSCHUSS. 

Analyse der Metalle. O. Proske, Leiter, 
und H. Blumenthal, stellv. Leiter. 1. Bd.: 
Schiedsverfahren. 2, Aufl. 508 p. 


illus. © Springer-Verlag OHG., Berlin; 
16Mar49; AF11030. : 


I, Proske, Otto. 
Il, Springer-Verlag OHG. 


Library of Congress @ 
Copyright Office 





Springer-Verlag OHG., Berlin. 


GESELLSCHAFT DEUTSCHER METALLHUTTEN - 
UND BERGLEUTE. 

Analyse der Metalle. ‘2 Bd.} 
Betriebsanalysen, 1.-2. Teil. 
Hrsg. vom Chemikerausschuss der 
Geséllschaft Deutscher Metall- 
hltten~ und Bergleute e. V. 

O. Proske, Leiter. H. Blumenthal 
und F. Ensslin, stellv. Leiter. 

2 ‘Ve © eek ssoue OHG: ; 
4Dec53; AF13728, 13727. 


I. Proske, Otto, ed. 
line Library of Congress I. Springer-Verlag 
Copyright Office OHG., Berlin. 





‘Springer-Verlag OHG., Berlin. 


THINIUS, KURT, 

Analytische Chemie der Plaste (Kunststoff- 
Analyse) Berlin, 1952, 480p. illus, 
(Chemie und Technologie der Kunststoffe 
in Einzeldarstellungen, 3) © Springer- 
Verlag OHG,; 7Oct52; AF13237, 


I, Springer-Verlag OHG., Berlin, 


Library of Congress - 
Copyright Office 





Springer Verlag OHG. 


NEISS, FRITZ, 
Analytische Geometrie, 167 p, illus, 
© Springer-Verlag OHG,, Berlin; 6Nov50; 
AF0-3441, 


I, Springer Verlag OHG, 


jb/r 
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Springer-Verlag OHG., Berlin. 
BRAUS, HERMANN, 

Anatomie des Menschen; ein Lehrbuch 
ftir Studierende und Arzte, 1. Bd.: 
Bewegungsapparat, 3. Aufl., 
fortgeftihrt von Curt Elze. 789 p. 
© Springer-Verlag OHG.; 26May54; 


AF-13948, 


I. Elze, Curt. 
Il. Springer-Verlag OHG., Berlin. 


Library of Congress © 


Copyright Office cr/ 





Springer-Verlag. 


KOLLMANN, FRANZ, 

Anatomie und Pathologie, Chemie, Physik, 
Elastizit&t und Festigkeit, 2., neubearb,. 
und erweiterte Aufl. [Published 1936 
under title: Technologie des Holzes] 

1050 p. illus. (His Technologie des 
Holzes und der Holzwertstoffe, 1. Bd.) 
© Springer Verlag, Berlin; 13Jan51; 
AF12318, 

6 495% 


I, Springer-Verlag. Wan 1 
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Springer-Verlag OHG., Vienna. 


JABONERO, VICENTE. 
Der anatomische Aufbau des periph- 


eren neurovegetativen Systems, 
Unter Mitarbeit von P. Gomez 
Bosque, F. Bordallo und J, Perez 
Casas. Neubearbeitung der 1. 


spanischen Aufl., ins Deutsche 
Ubertragen von Walther Lipp. 
159 p. © Springer-Verlag; 
24Sep53; AFO-13586. 


I. Lipp, Walther, tr. II. Springer- 
Verlag OHG., Vienna. 
Library of Congress 1 A i 
Copyright Office 
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Library of Congress 
Copyright Office @ 





Springer-Verlag. 


KAHLE, H. 

Elemente der achten Hauptgruppe. Edel- 
gase: Helium, Neon, Argon, Krypton, 
Xenon, Radon und Isotope, bearb, von H. 
Kahle [und] B. Karlik, 120 p, illus. 
(Handbuch der analytischen Chemie, hrsg. 
von R. Fresenius und G, Jander. 3. T.: 


Quantitative Bestimmungs-und Trennungs- 
methoden, Bd. 8a) © Springer-Verlag, 
Berlin; 16Jul49; AF11025. 


(continued on next card) 


Library of Congress 
Copyright Office ap ebc/r 





KAHLE, H. 
Elemente der achten... (Card 2) 


L Karlik, Berta. 
Il, Fresenius, Remigius, ed. 
Ill. Springer-Verlag GHG. 


AF11025. 


Copyright Office 


Library of Congress @ ebc/ r 





Springer-Verlag OHG. 


BAUER, GEORG, 

Elemente der achten Nebengruppe. 2: 
Platinmetalle: Platin, Palladium, 
Rhodium, Iridium, Ruthenium, Osmium, 
bearb. von G. Bauer. Spektrochemische 
Analysenmethoden, von K, Ruthardt. 

251 p. illus. (Handbuch der analytischen 
Chemie, hrsg. von W. Fresenius und G, 
Jander, 2.T., Bd. 8g 2) © Springer- 
Verlag OHG., Berlin; 1Aug51; AF12566. 


(Cont'd on next card) 
« Library of Congress @ 
Copyright Office JAN 1] 1952 





BAUER, GEORG. 
Elemente der achten.....(Card 2) 


I. Fresenius, Wilhelm, ed. 
II, Jander, Gerhart, ed. 
Ill, Springer-Verlag OHG. 


> Library of Congress a 
Copyright Office 





Springer-Verlag OHG., Vienna. 


HEITZ, EMIL. 

Elemente der Botanik; eine Anleitung zum 
Studium der Pflanze durch Beobachtungen 
und Versuche an Crepis capillaris (L.) 
Wallr. Wien, 1950. 158p. illus. 
© Springer-Verlag; 10Jul50; AF12803., 


I, Springer-Verlag OHG., Vienna. 


Library of Congress ie 
Copyright Office 





Springer-Verlag OHG. 


HECHT, HORST MAR. 

Elemente der dritten Gruppe; Bor, Alum- 
inium, Gallium, Indium, Thallium, 
Scandium, Yttrium, Elemente der seltenen 
Erden (Lanthan bis Cassiopeium) 
Actinium, bearb. von Horstmar Hecht, 


Gustav Jantsch [und] Friedrich Weibke. 

196 p. illus. (Handbuch der analytischen 
Chemie, hrsg. von R. Fresenius und 

G. Jander. 2. T.: Qualitative Nachweisver- 
fahren, Bd. 3) © Springer-Verlag OHG., 


Library of Congress (continued on next card) 
Copyright Office 
AF10979 ebc/r 





HECHT, HORST MAR. 
Elemente der dritten Gruppe... (Card 2) 


Berlin; 31May44; AF10979. 
I, Fresenius, Remigius, ed. 


II. Jander, Gerhart, ed. 
Ill. Springer-Verlag OHG. 


Library of Congress 
Copyright Office 





Springer-Verlag OHG. 


BRUKL, A. 

Elemente der dritten Gruppe; Bor, Alumi- 
num, Gallium, Indium, Thallium, Scan- 
dium, Yttrium, Elemente der seltenen 
Erden (Lanthan-Cassiopeium) Actinium 
und Mesothor 2, bearb. von A. Brukl [ et 


al. | 852 p. illus. (Handbuch der ana- 
lytischen Chemie, hrsg. von R. Fresenius 
und G, Jander. 3. T.: Quantitative Be- 
stimmungs-und Trennungs~-methoden, 
Bd. 3) Springer-Verlag OHG., Berlin; 


ives ak Gace ages on next card) 


Copyright Office 
"7 revised ebc/r 





BRUKL, A. 
Elements der dritten Gruppe... (Card 2) 


5Dec42; AF10977. 
L Fresenius, Remigius, ed. 


II. Jander, Gerhart, ed. 
Ii. Springer-Verlag OHG. 


Copyright Office 


Library of Congress a revised 


ébe/r 





SpringereVerlag OHG. 


BRUKL, A. 

Elemente der dritten Gruppe; Bor, Alu- 
minium, Gallium, Indium, Thallium, 
Scandium, Yttrium, Elemente der seltenen 
Erden (Lanthan-Cassiopeium) Actinium 
und Mesothor 2, bearb, non A. Brukl [et 


al.] 852 p. illus. (Handbuch der 
analytischen Chemie, hrsg. von R. Frese- 
nius undG, Jander. 3. T.: Quantitative 
Bestimmungs-und Trennungs-methoden, 
Bd. 3) © Springer-Verlag OHG., Berlin; 


Library of Congress @ (continued on next card) 


Copyright Office 7 
revised 





BRUKL, A. 
Elemente der dritten Gruppe. 


Card 2. 
5Dec42; AF10977. 
I. Fresenius, Remigius, ed. 


II, Jander, Gerhart, ed. 
III, Springer-Verlag OHG. 


Library of Congress ap 
Copyright Office ebc / mn 





Springer-Verlag OHG. 


SCHILLING, HORST. 

Elemente der ersten Gruppe (einschl. 
Ammonium) Wasserstoff, Lithium, 
Natrium, Kalium, Ammonium, Rubidium, 
Caesium, bearb. von Horst Schilling, Hans 
Spandau [und Oldtich Tomftek. 222 p. 


illus, uck der analytischen 
Chemie, hrsg. von R. Fresenius und 

G. Jander.. 2. T.: Qualitative Nachweisver- 
fahren, Bd. 1a) © Springer-Verlag OHG., 
Berlin; 15Sep44; AF 10980. 


Library of Congress 
benny ot Some (continued on next card) 
ebc/r 





SCHILLING, HORST. 
Elemente der ersten Gruppe... (Card 2) 


L Fresenius, Remigius, ed. 
Il. Jander, Gerhart, ed. 
Ill. Springer-Verlag OHG. 


AF10980 


Library of Congress ay ebc/ Tr 


Copyright Office 





Springer-Verlag OHG. 


KARL-KROUPA, EDITH. 

Elemente der fiinften Hauptgruppe: Arsen, 
Antimon, Wismut, bearb. von E, Karl- 
Kroupa [und] R. Klement. 711 p. illus. 
(Handbuch der analytischen Chemie, 
hrsg. von W. Fresenius und G. Jander. 


3. T., Bd. 5ay) © Springer-Verlag OHG., 
Berlin; 9Aug51; AF12567. 


I, Fresenius, Wilhelm, ed. 

II, Jander, Gerhart, ed. 

Ill, Springer-Verlag OHG. JAN 11 1952 
Library of Congress @ 


Copyright Office dr/kw 





Springer-Verlag OHG. 


SCHMITZ-DUMONT, OTTO. 

Elemente der sechsten Gruppe; Sauerstoff, 
Schwefel, Selen, Tellur, Chrom, 
Molybdan, Wolfram, Uran, bearb. von 
Otto Schmitz-Dumont, Mark v. Stackel- 
berg [und] Oldrich Tomftek. 267 p. 


illus. (Handbuch der analytischen 
Chemie, hrsg. von R, Fresenius und 

G. Jander. 2. T.: Qualitative Nach- 
weisverfahren, Bd. 6) © Springer- 
Verlag OHG., Berlin; 25Nov48; AF 10963. 


Library of Congress 
Copyright Office a (continued on next card) 
ebc/r 





SCHMITZ-DUMONT, OTTO. 
Elemente der sechsten Gruppe... (Card 2) 


I, Fresenius, Remigius, ed. 
ma Jander, Gerhart, ed. 
Il. Springer-Verlag OHG. 


. AF 10963 


Library of Congress 
Copyright Office 





Springer Verlag. 


BAHR, G. 

Elemente der siebenten Hauptgruppe. 1.: 
Wasserstoffe (einschl, Wasser) Fluor, 
Bearb, von G, B&hr, F. Hein [und] 

R, Klement. 245 p. illus. (Handbuch 
der analytischen Chemie, hrsg. von 


W. Fresenius und G, Jander. 3. T. Bd. 
7a. 1) © Springer-Verlag, Berlin; 
180ct50; AF12230. 
I, Fresenius, Wilhelm, ed. II. Jander, Ger= 
hart, ed, II. Springer Verlag. 


Library of Congress | 
Copyright Office ap dr / r MAR 21 19 





Springer Verlag OHG. 


BAUDISCH, KARL, 
Energietibertragung mit Gleichstrom hoher 
Spannung, von Karl Baudisch, unter Be- 
nutzung von Arbeiten von M, Bosch [et 
al.] Berlin, Springer, 309p, illus, 
© Springer-Verlag OHG, Berlin; 


15Sep50; AF12089, 


I, Springer Verlag OHG, 


Library of Congress a 
Copyright Office 





Springer-Verlag OHG, 


TOEPLITZ, OTTO. 

Die Entwicklung der Infinitesimalrechnung, 
eine Einleitung in die Infinitesimalrech- 
nung nach der genetischen Methode. 1. 
Bd. Aus dem Nachlass hrsg. von Gott- 
fried Kithe. 1800p. illus. Berlin, 
1949, (Die Grundlehren der mathemati- 
schen Wissenschaften in Einzeldarstellun 
gen. Bd. 56) © Springer-Verlag OHG. ; 


20Jan50 (in notice: 1949); AF11757. és 
Oe 


I. Kothe, Gottfried, ed. 44 


; \\e 
TL, PPFIPEET xs @ Verlag OHG. » 


Copyright Office mds /sbn 





Springer-Verlag. 


BUNNING, ERWIN. 

Entwicklungs- und Bewegungsphysiologie 
der Pflanze. |A revision, in part, of the 
author’s Die Physiologie des Wachstums 
und der Bewegungen, pub. as v. 2 of 
Lehrbuch der Pflanzenphysiologie in 


1939] 464 p. illus. (Lehrbuch der 
Pflanzenphysiologie, 2. und 3. Bd.) 
© Springer-Verlag, Berlin; 25Nov49; 
AF11139., 


Library of Congress 
Copyright Office 


I, Springer ~§@ 
mds/r 





Springer-Verlag OHG., Vienna. 


ZDANSKY, ERICH. 

Die Entwicklung der Lungentuberkulose im 
Réntgenbild, Wien, 1949. 67p. illus. 
© Springer-Verlag OHG.; 29Nov49; 
AF12621, 


I. Springer-Verlag OHG., Vienna. 


Library of Congress G 
Copyright Office 





Springer-Verlag OHG., Berlin. 


BUNNING, ERWIN. 

Entwicklungs- und Bewegungsphysio- 
logie der Pflanze. 3. Aufl. 
(Lehrbuch der Pflanzenphysiologie, 
2. und 3. Bd.) [Pub. in 1948 as a 
revision, in part, of the author's 


Die Physiologie des Wachstums und 
der Bewegungen, issued in 1939 as 
v. 2 of Lehrbuch der Pflanzen- 
Physiologie] 539 p. © Springer- 
Verlag OHG.; 1Nov53; AF13695. 


iB Revised. 
Library of Congress (Cont'd. next cd.) 
Copyright Office 





BUNNING, ERWIN. 
Entwicklungs- und Bewegungsphysio- 
logie der Pflanze. Card 2. 


I. Springer-Verlag OHG., Berlin. 

II. Title. III. Title: Lehrbuch der 
Pflanzenphysiologie. 

AF13695. 


Revised. 


Library of Congress 
Copyright Office UF ike 





Springer-Verlag OHG. 


KUBIENA, WALTER L. 
Entwicklungslehre des Bodens. 215 p. 
illus, © Springer-Verlag OHG, Wien; 
26Nov48; AF9793. 


I. Springer-Verlag OHG. 


Library of Congress 
Copyright Office ap 





Springer Verlag OHG. 


GOERTTLER, KURT. 
Entwicklungsgeschichte des Menschen, ein 
Grundriss. 291 p. illus. © Springer- 
Verlag OHG, Berlin; 2Mar50; AF11860. 


I. Springer Verlag OHG. 


DEC 14 1950 


Library of Congress ee jb/kp 
Copyright Office 





Springer-Verlag OHG., Berlin. 
FRIEDRICH, JOHANNES. 

Entzifferung verschollener Schriften 
und Sprachen. (Verst&ndliche 
Wissenschaft, 51. Bd.) 147 p. 
© Springer-Verlag OHG.; 21May54; 
AFO-14904, 


I, Springer-Verlag OHG., Berlin, 
II, Title, III, Title: Verst&ndliche 


Wissenschaft. 


Library of Congress @ 


Copyright Office 





Springer-Verlag OHG. 


KOCH, WALTHER. 
Erdungen in Wechselstromanlagen tiber 
1 kV, Berechnung und Ausfthrung. 85 p. 
illus. © Springer-Verlag OHG, Berlin; 
25 Nov48; AF11005. 


L Springer-Verlag OHG. 


Library of Congress 
Copyright Office db 





Springer-Verlas OHG., Berlin. 


KRUG, HANS. 
Erfahrungen mit Schiffsdieselmotoren. 
184 p. © Springer-Verlag OHG. 


10Aug54; AF14041. 


I. Springer-Verlag OHG., Berlin. 


Library of Congress i 


Copyright Office 





Springer-Verlag OHG. 


GREINACHER, HEINRICH. 

Ergdénzungen zur Experimentalphysik; 
einfiihrende exakte Behandlung 
physikalischer Aufgaben, Fragen 
und Probleme. 2., verm. Aufl. 

186 p. illus. © Springer- 
Verlag OHG, Wien; 27Feb48; on 
revisions & additions; AF7556. 


I. Springer-Verlag OHG. 


me /p 





SPRINGER-VERLAG OHG., BERLIN. SEE 
Ergebnisse der allgemeinen Pathe 
ologie und pathologischen 
Anatomie. 





SPRINGER-VERLAG OHG., BERLIN. 
Ergebnisse der Anatomie und 
Entwicklungegeschichte, AF13270. 
SEE Else, Curt, eds 





SPRINGER-VERLAG OHG. SEE 
Repebnisse der Chirurgie und 
Orthopiidie,. 





Springer-Verlag OHG. 


ERGEBNISSE der exakten Naturwissen- 
schaften, redigiert in Gemeinschaft mit 
F. Hund von Ferdinand Trendelenburg, 
21. Bd. Berlin, 1945, 361 p. illus. 
© Springer-Verlag OHG; 4Aug48 (in 
notice: 1945); AF11554 


I. Trendelenburg, Ferdinand, ed. 
Il. Hund, Friedrich, ed. 


Ill. Springer-Verlag OHG. 


Library of Congress ebc / ¥ 
Copyright Office 





Springer Verlag. 


ERGEBNISSE der exakten Naturwissenschaf- 
ten, 23, Bd, Hrsg, vonS, Fligge und 
F, Trendelenburg, unter Mitwirkung von 
W. Bothe, F, Hund [und] P, Harteck, 
416 p, illus, © Springer-Verlag, 
Berlin; 18Ju150; AF12017, 


I, Fitigge, Siegfried, ed, 


Il, Trendelenburg, Ferdinand, ed, 
Ill, Springer Verlag, 


Library of Congress dr 
Copyright Office 


NOV 27 1950 
/r 





Springer-Verlag. 


ERGEBNISSE der exakten Naturwissen- 
schaften, 24. Bd. Hrsg. von S. Fltigge und 
F. Trendelenburg, unter Mitwirkung von 
W. Bothe, F. Hund [und] P. Harteck. 

451 p. illus. © Springer-Verlag, Berlin; 
17May51; AF12411. 


I, Fliigge, Siegfried, ed. 
II, Trendelenburg, Ferdinand, ed. 
Ill. Springer-Verlag. 


AUG « 0 1951 


dr/r 
Library of Congress 
Copyright Office 





Springer Verlag OHG. 


ERGEBNISSE der exakten Naturwissenschaf- 
ten, 25. Bd. Hrsg. von S. Fltigge und 
F, Trendelenburg, unter Mitwirkung von 
W. Bothe, F. Hund [und] P. Harteck. 
Berlin, 1951 fi.e. 1952] 650p. illus. 
© Springer-Verlag; 17Jan52 (in notice: 
1951); AF12691. 


I, Fliigge, Siegfried, ed. Il. Trendelenburg, 
' Ferdinand, ed. II. Springer Verlag OHG. 


Library of Congress & 
Copyright Office / r 





Springer-Verlag OHG., Berlin. 


ERGEBNISSE der exakten Naturwissenschaft- 
en, 26. Bd. Hrsg. von S. Fltigge und 
F, Trendelenburg unter Mitwirkung von 
W. Bothe, F. Hund [und] P. Harteck. 
Berlin, 1952. 439 p. illus. © Springer- 
Verlag OHG.; 1Aug52; AF13043. 


I, Fligge, Siegfried, ed. 
ll, Trendelenburg, Ferdinand, ed. 
Ill, Springer-Verlag OHG., Berlin. 


Library of Congress 
Copyright Office 


j/e 





Springer-Verlag. 


ERGEBNISSE der exakten Naturwissen- 
schaften, 22. Bd. Hrsg. vonS. Flugge 
und F. Trendelenburg, unter Mitwirkung 
von W. Bothe, F. Hund [und] P. Harteck. 
332 p. illus. © Springer-Verlag, 
Berlin; 1Sep49; AF11078. 


I. Fligge, Siegfried, ed. 
Il. Trendelenburg, Ferdinand, ed. 
Il. Springer-Verlag. 





Springer-Verlag OHG. 

ERGEBNISSE der exakten Naturwissen- 
schaften. 20, Bd. Redigiert in gemein- 
schaft mit F. Hund von Ferdinand 
Trendelenburg. 451 p, illus 
© Springer-Verlag OHG, Berlin: 15Jan43; 
AF10947. 


I, Hund, Friedrich, ed. 
Il. Trendelenburg, "Ferdinand, ed. 
III. Springer-Verlag OHG, 


Library of Congress 
Copyright Office @ ebc / r 





Springer-Verlag OHG., Berlin, 


ERGEBNISSE DER EXAKTEN NATURWISSEN=- 
SCHAFTEN, hrsg. von S. a eos 
F. Trendelenburg. 27 Bd. el Ds 
© Springer-Verlag OHG.; 2Ju153; 
AF13569. 


I. Fltigge, Siegfried, ed. 


II. Trendelenburg, Ferdinand, ed. 
III. Springer-Verlag OHG., Berlin, 


Library of Congress e@ bj/ { 





SPRINGER=VERLAG OHGse SEE 
Ergebnisse der Hygiene Bakterio- 
logie Immunit#tsforschung und 
Experimentellen Therapie. 





SPR LINGER-VERLAG,. SEE Ergebnisse der 
iygiene, Baktort Ologie, Ieummni ti- 
ts? orschung und exporimentellen 
Thorapide "260 Bde AP~0),12. 





SPRINGER-VERLAG OHG. SEE Ergebnisse 
dér inneren Medigin und Kinder- 
heilkunde,. 





SPRINGER-VERLAG. SEE Ergebnisse der 
inneren Medizin und Ki nderhei Lcunde. 
65. Bda., ae Teil. AP+10919. 





SPRINGER-VERIAG. SEE Ergebnisse der 
imneren Medizin und Kinderhellkunde. 
Neue Folge, 1. Bde AP-~O2)1. 





SPRINGER-VERLAG OHG., BERLIN. SEE 
Ergebnisse der inneren Medizin 
und Kinderheilkunde. 





Springer-Verlag OHG. 


MAATZ, RICHARD, 

Ergebnisse der Marknagelung (1939 bis 
1.X1I,1949) von Richard Maatz, Heinz 
Griessmann, Heinz Junge [et al.] 103 p. 
illus. (Hefte zur Unfallheilkunde; Beihefte 
zur "Monatsschrift ftir Unfallheilkunde und 


Versicherungsmedizin," Heft 40) 
© Springer-Verlag, Berlin; 16May51; 
AF0-5712. 


I, Junge, Heinz, joint author. II. Springer- 
Verlag OHG. ‘ 
OCT 19 195) 


Library of Congress 
Copyright Office ib cg/ r 





SPRINGER=VERLAGs SEE 
Ergebnisse der Physiologie biow 
logiachen Chemie und experimen» 
tellen Pharmakologies AF12098. 


DEC 28 1059 





Ergebnisse der Physiologie, Biolo- 
gischen Chemie und Experimen- 
tellen Pharmakologie. AF132).6. 





Springer Verlag OHG. 


JUHOS, BELA VON. 
Die Erkenntnis und ihre Leistung; die natur- 
wissenschaftliche Methode. 262 p. 
© Springer-Verlag OHG., Wien; 28Aug50; 
AF12387. 


I, Springer Verlag OHG. ( 


sh/r 


Library of Congress a “ 
Copyright Office Revised 





Springer-Verlag OHG., Berlin. 


KOEPPEN, SIEGFRIED. 

Erkrankungen der inneren Organe und 
des Nervensystems nach elektrischen 
Unfallen. 2., erweiterte Aufl. 
[Pub. in 1942 under title: Er= 
krankungen der inneren Organe nach 


elektrischen Unffillen] 172 p. 
(Hefte zur Unfallheilkunde; Bei~ 
hefte zur "Monatsschrift fiir Un< 
fallheilkunde und Versicherungs= 
medizin," Heft 34) © on revi= 
sions; Springer-Verlag OHG.; 


Library of Congress Cont'd. on next card. 


AFoSPtS86.' bi /- 





KOEPPEN, SIEGFRIED. 
Erkrankungen der inneren Organe und 
des Nervensystems....-..card 2. 


lOApr533; AFO-11396. 
I. Springer-Verlag OHG., Berlin. 


Tis Flt les 
III. Title: Hefte zur Unfallheilkunde. 


Library of Congress b 
Copyright Office @ i/- 





Springer-Verlag OHG., Berlin. 


LANG, KONRAD, ed. 

Die Ern&hrung; Physiologie, Pathologie, 
Therapie. Bearb. von R, F, A. Dean 
[et al.] Hrsg. von Konrad Lang und 
Rudolf Schoen. Berlin, 1952. 624 p. 
illus. © Springer-Verlag OHG.; 
3Dec52; AF13238, 


I, Schoen, Rudolf, joint ed. 
Il. Springer-Verlag OHG., Berlin. 


Library of Congress @ 
Copyright Office 





SPRINGER«VERLAGs 
Das Erstarkungswachstum krautiger 
Dikotylen, mit besonderer Bertck- 
sichtigung der primaren Verdick 
ungsvorginges AFO=226k. SER 
Troll, Wilhelm. 





Springer-Verlag OHG., Berlin. 


GOTTER, GOTTFRIED, 
Erwirmung und Kthlung elektrischer 
Maschinen. 328 p. © Springer- 
Verlag OHG.; 23Aug54; AF14072. 


I. Springer-Verlag OHG., Berlin. 


Library of Congress & 
Copyright Office 





Springer-Verlag OHG., Berlin. 


FRIES, WALTER. 

Fachwerk und Rahmenwerk; ein systemat- 
ischer Grundriss der Statik des ebenen 
Tragwerkes. Berlin, 1953, 368 p, 
illus. © Springer-Verlag OHG.; 19Jan53; 
AF13283, 


I, Springer-Verlag OHG., Berlin, 


Library of Congress 
Copyright Office 





Springer-Verlag OHG. 


CORNELY, BERTHOLD. 
Das Farben von Papier; ein Handbuch fiir 
den Papierfarber. 243 p. illus. 
© Springer-Verlag OHG., Berlin; 
19Mar51; AF12409. 


I, Springer-Verlag OHG. 


br/r 


Library of Congress 
Copyright Office SEP 4 1959 





Springer-Verlag OHG., Berlin. 


HEERMANN, PAUL. 

Farberei- und textilchemische Unter- 
suchungen; Anleitung zur chemischen 
und koloristischen Untersuchung und 
Bewertung der Rohstoffe, Hilfsmittel und 
Erzeugnisse der Textilveredlungsindustrie. 
8. neubearb,. Aufl. von Andreas Agster. 
Berlin, 1951. 438p. illus. © Springer- 
Verlag O.H.G.; 1Sep51; AF13057. 


I, Agster, Andreas, ed. 
Il. Springer-Verlag OHG., Berlin. 


Library of Congress 
Copyright Office a w/ 





Springer-Verlag OHG., Vienna. 
HALLER, ROBERT. 
F&rberei und Zeugdruck; die theoretischen 
Grundlagen. Wien, Springer, 1951. 
236 p. illus. © Springer-Verlag; 
26Sep51; AFO-7911. 


I. Springer-Verlag OHG., Vienna. 


Library of Congress 
Copyright Office oe 





Springer-Verlag OHG., Berlin. 


SCHULTZE, WERNER. 

Farbenphotographie und Farbenfilm, 
wissenschaftliche Grundlagen und tech- 
nische Gestaltung. Mit einem Geleitwort 
von J. Eggert. Berlin, 1953. 318 p. 
illus. © Springer-Verlag OHG.; 12Mar53; 
AF 13406, 


I, Springer-Verlag OHG., Berlin. 


Library of Congress @ 
Copyright Office 





Springer Verlag OHG. 


MAAK, WILHELM, : 
Fastperiodische Funktionen, 240 p. (Die 
Grundlehren der mathematischen Wissen- 


schaften in Einzeldarstellungen, Bd, 61) 
© Springer-Verlag OHG, Berlin; 1Sep50; 


AF1i2095, 
I, Springer Verlag OHG, JAN 11. 1951 


hes/r 


Library of Congress & 
Copyright Office 





Springer-Verlag OHG., Vienna. 


TITZE, HANS, 
Fehler und Fehlerschutz in elektrischen 


Drehstromanlagen, 1. Bd.: Die Fehler 
und ihre Berechnung, Wien, 1951. 170 p. 
illus. © Springer-Verlag; 26Sep51; 

AF0 -6375, 


I, Springer-Verlag OHG., Vienna, 
{ WAR Bs 6 1952 


Library of Congress @ lwg/ r 
Copyright Office 





Springer-Verlag OHG. 


DRESCHER-KADEN, FRIEDRICH KARL, 

Die Feldspat- Quarz -Reaktionsy eft der 
Granite und Gneise und ihre ische 
Bedeutung. Berlin, 1948. 259 p, illus, 
(Mineralogie und hr eer a in Einzel- 
darstell aw Bd, 1 ringer. 
Verlag OHG; 4Mar49 lat hr 948); 
AF11140, 


I, Springer-Verlag OHG. 


Library of Congress 
Copyright Office 





Springer-Verlag OHG., Berlin. 


LEITHAUSER, GUSTAV ENGELBERT, ed. 
Fernsehen; Vortra&ge tiber neuere 

Probleme der Fernsehtechnik, 
veranstaltet vom Ausseninstitut 
der Technischen Universitat 
Berlin=Charlottenburg in Ver- 
bindung mit dem Elektrotech- 
nischen Verein Berlin e. V. und 
der Deutschen Kinotechnischen 
Gesellschaft Berlin e. V., unter 
Mitarbeit von W. Berndt [et al.] 
hrsg. von G LeithHuser und F. 


- Library of Congress a Cont'd. on next card. 


AF1 S38 ht Office pj 





LEITHAUSER, GUSTAV ENGELBERT, ed. 
Fernsehen.«acee eCard 2e 


Winckel. 437 p. © Springer=- 
Verlag OHG.; 12May53; AF13498. 


I. Winckel, Fritz Wilhelm, joint ed. 
Il. Springer-Verlag OHG., Berlin. 


* Library of Congress G rnjz& 


Copyright Office 





Springer-Verlag OHG., Berlin. 
SIEKER, KARL HEINZ. 

Fertigungs- und stoffgerechtes 
Gestalten in der Feinwerktechnik. 
(Konstruktionsbiicher, 13) 166 p. 
© Springer-Verlag OHG.; 3May54; 
AFO-14860. 


I, Springer-Verlag OHG., Berlin. 
II, Title. III. Title: Konstruktions- 


bilicher. 


Library of Congress i 
Copyright Office cr/ 





Springer-Verlag OHG. 
TERTSCH, HERMANN. 
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Springer-Verlag OHG. 


VER DROSS, ALFRED. 

Viélkerrecht. 2. vollig umgearb. und er- 
weiterte Aufl. 508 p. (Rechts- und 
Staatswissenschaften, 10) © Springer- 
Verlag OHG., Wien; 7Nov50; AF0-4594. 


I, Springer-Verlag OHG. 
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MAHR, ALEXANDER. 
Volkswirtschaftslehre, Einfiihrung in das 
Verstindnis der volkswirtschaftlichen 


Zusammenhange. 393 p. illus 
© Springer-Verlag OHG, Wien; 26Nov48; 


. Sprunger-Verlag OHG. 
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Springer-Verlag. 


GRUBER, KARL. 
Voraussetzungen der Vollbeschaftigung. 
89 p. © Springer-Verlag, Wien; 
27Nov46; AF11094. 


I. Springer-Verlag. 
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- Springer-Verlag OHG., Berlin: 


LUYKEN, WALTER. 

Die Vorbereitung des Hochofenméllers, 
einschliesslich der des Hochofen* 
kokses. 377 DP.» © Springer- 
Verlag OHG.; 12Dec53; AF13693. 


I. Springer-Verlag OHG., Berlin. 
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Springer-Verlag OHG. 
KROLL, KARL, 
Die Vorgi&nge in Trocknungs- und 

Erwarmungstrommeln ftr rieselfahige 
Gtiter, nebst einigen dargestellten 
Anlagen und einem Berechnungsbeispiel. 
95p. illus. © Springer-Verlag OHG, 
Berlin; 13Jul50; AF0-2826. 


I. Springer-Verlag OHG. Nov 2 ui 4999 
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Springer-Verlag OHG., Vienna. 


DUSCHEK, ADALBERT. 
Vorlesungen liber héhere Mathematik. 
1. Bd.: Integration und Differentiation 
der Funktionen einer Verdnderlichen. 
Anwendungen. Numerische Methoden. 
Algebraische Gleichungen. Grundziige 


der Wahrscheinlichkeitsrechnung, 
Wien, Springer, 1949, 395 p, illus. 
© Springer-Verlag OHG,; 27Sep49; 


AF12627, 
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DUSCHEK, ADALBERT. 
Vorlesungen tiber hthere Mathematik, 
2.Bd. 386 p. illus. © Springer 
Verlag, Wien; 28Nov50; AF0-4537. 


I, Springer Verlag. 
WIA 2 8 1951 
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Springer-Verlag OHG., Vienna. 


DUSCHEK, ADALBERT. 

Vorlesungen liber hShere Mathematik, 
3. Bd.: Gewdhnliche und partielle 
Differentialgleichungen. Varia- 
tionsrechnung. Funktionen einer 
komplexen Ver&nderlichen. Wien, 
1953. 512 p. illus. © Springer= 
Verlag; 28May53; AFO-11370. 


I. Springer-Verlag OHG., Vienna. 
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PRANGE, GEORG. 

Vorlesungen liber Integral- und Differential - 
rechnung, Hrsg. von Werner v. Koppen- 
fels, 1. Bd.: Funktionen einer reellen 
Veranderlichen. 436 p. illus. 
© Springer-Verlag OHG, Berlin; 25Sep43; 
AF10946. 


I, Koppenfels, Werner sete Martin von, ed. 
IL. Seviseere Verlag O§ 


Library of Congress 
Copyright Office @ jb, / r 





Springer Verlag OHG. 


HASSE, HELMUT, 
Vorlesungen fiber Zahlentheorie, 474 p, 
illus, (Die Grundlehren der mathe- 
matischen Wissenschaften in Einzeldar- 
stellungen, Bd, 59) © Springer-Verlag 
OHG, Berlin; 1Sep50; AF12096, 


I, Springer Verlag OHG, 
JAN 1 4 1951 
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MACHATSCHKI, FELIX. 

Vorradte und Verteilung der miner- 
alischen Rohstoffe, ein Buch zur 
Unterrichtung fiir jedermann. 191 p. 
illus. © Springer-Verlag OHG, 

Wien; 10May48; AF8463. 


I. Springer-Verlag OHG. 
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BECKER, RICHARD. 
Vorstufe zur theoretischen Physik, 172.p. 
illus. © Springer-Verlag OHG., Berlin; 
10Mar50; AF0O-2118. 


I. Springer-Verlag OHG. 
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Springer-Verlag OHG. 
KOHLRAUSCH, FRITZ. 

Warme. 127 2. illus. (His 
Ausgewahlte Kapitel aus der 
Physik, 3. T.) © Springer-Verlag 
OHG, Wien; 26Mar48; AF7555. 


I. Springer-Verlag OHG. 
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CAMMERER, JOSEF SEBASTIAN. 

Der Warme- und K&lteschutz in der 
Industrie. 3. verb. Aufl. 360 p. illus. 
© Springer-Verlag OHG, Berlin; 11Aug51; 
AF12562., 


\ 


I, Springer Verlag OHG. 
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MELAN, ERNST. 
Warmespannungen infolge stationirer 
Temperaturfelder, von Ernst Melan 
und Heinz Parkus, 114 p. 
© Springer-Verlag; 23Nov533 
AF-135797. 


I. Parkus, Heinz, joint author, 
II. Springer-Verlag OHG., Vienna. 
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Copyright Office 





Springer Verlag. 


HAUSEN, HELMUTH, 
W&rmetibertragung im Gegenstrom, Gleich- 
strom, und Kreuzstrom, 464 p, 
(Technische Physik in Einzeldarstel- 
lungen, hrsg, von W, Meissner, 8) 
© Springer-Verlag, Berlin; 18Sep50; 


AF12093, 


I, Meissner, Walther, ed, 
II, Springer Verlag, 
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Copyright Office 
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TSCHERMAK, LEO. 

Waldbau auf pflanzengeographisch- 
dkologischer Grundlage. Wien, 1950. 
722 p. illus. © Springer-Verlag OHG.; 
1Mar50; AF12652, 


I, Springer-Verlag OHG., Vienna, 
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Springer-Verlag OHG., Berlin. 


SPLITTGERBER, ARTHUR. 
Wasseraufbereitung im Dampfkraft- 
betrieb, 430:-p. © Springer-Ver- 
lag OHG.; 22Feb54; AF13864. 


I. Springer-Verlag OHG., Berlin. 
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Springer-Verlag OHG., Berlin. 


QUANTZ, LUDWIG, 

Wassérkraftmaschinen; eine Einfthrung 
in Wesen, Bau und Berechnung von 
Wasserkraftmaschinen und Wasser- 
kraftanliagen,. 10. erweiterte und 
verb. Aufl. 159 p. © Springer- 
Verlag OHG.; 9Mar54; AFO-14322. 


I. Springer-Verlag OHG., Berlin. 


Library of Congress & - A 


Copyright Office 





Springer-Verlag OHG. 


QUANTZ, LUDWIG. 

Wasserkraftmaschinen; eine Einftihrung in 
Wesen, Bau und Berechnung von Wasser- 
kraftmaschinen und Wasserkraftanlagen. 
9. erweiterte und verb. Aufl. 172 p. 
illus. © Springer-Verlag OHG, Berlin; 


20Aug48; AF11010. 


L Springer-Verlag OHG. 
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Springer-Verlag OHG, Vienna. 


MACHU, WILLY. 

Das Wasserstoffperoxyd und die Perver- 
bindungen, 2., neubearb. und erweiterte 
Aufl. Wien, 1951. 396 p. illus. © on 
foreword; Springer-Verlag; 3Jul51; 
AF12806, 


I, Springer-Verlag OHG, Vienna. 
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Weitere Untersuchungen mm Verstandnis 
der sertreuten Blattsatellungen bei 
den Dikotylen. APO=-51i5. SEE 
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Springer-Verlag OHG., Berlin. 


BUDDENBROCK, WOLFGANG VON. 

Die Welt der Sinne; eine gemeinverstind- 
liche Ejinfiihrung in die Sinnesphysiologie. 
2., neubearb. Aufl. Berlin, 1953. 147 p. 
illus. (Verstindliche Wissenschaft, 

19. Bd.) © Springer-Verlag OHG.; 
11Mar53; AFO-10656, 


I. Springer-Verlag OHG., Berlin. 
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Springer-Verlag OHG., Vienna. 


OLLENDORFF, FRANZ. 

Die Welt der Vektoren; Einfiihrung in 
Theorie und Anwendung der Vektoren, 
Tensoren und Operatoren. Wien, 1950. 
470 p. illus. © Springer-Verlag; 
24Mar50; AF13341. 


I, Springer-Verlag OHG., Vienna. 
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Springer-Verlag OHG., Berlin. 


KUHNEL, REINHOLD, ed. 
Werkstoffe ftir Gleitlager, bearb. von 
J. Arens [et al.] 2., verb. Aufl. Berlin, 
1952. 454 p. illus. © on supplements; 
Springer-Verlag OHG.; 10Nov52; AF13269. 


I. Springer-Verlag OHG., Berlin. 
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SCHREYER, KARL. 
Werksttickspanner (Vorrichtungen) 382 p. 
illus. © Springer-Verlag OHG., Berlin; 

3Dec49; AF11766. 
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SCHREYER, KARL, 
Werkzeugspanner (Werkzeughalter) 331 p. 
illus. © Springer-Verlag OHG., Berlin; 
1Aug51; AF12574, 


I, Springer-Verlag OHG, 
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Springer-Verlag OHG., Berlin. 


KRAUSS, JOSEPH. 

Wetter- und Meereskunde fiir Seefahrer 
[von] Krauss [und] Meldau. 3. neu bearb. 
Aufl. von Joseph Krauss und Walter Stein, 
[1st ed. by Joseph Krauss pub. in 1917 
under title: Grundztige der maritimen 
Meteorologie und Ozeanographie] 

Berlin, 1952. 171 p. illus. © on revi- 
sions; Springer-Verlag OHG.; 8Sep52; 
AFO0-9006. 


I, Stein, Walter, joint author. I. Springer- 
Verlag OHG., Berlin. 
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FICKER, HEINRICH VON. 

Wetter und Wetterentwicklung. 4. verb. 
und verm, Aufl. Berlin, 1952. 140 p. 
illus. (Verst&ndliche Wissenschaft, 
15. Bd.) © on revisions & new supple- 
ments; Springer-Verlag OHG.; 22Nov52; 
AFO0-10264, 


I, Springer-Verlag OHG., Berlin. 


Library of Congress 
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Springer-Verlag OHG., Vienna. 


SEQUENZ, HEINRICH. 
Die Wicklungen elektrischer Maschinen. 
1. Bd. Wechselstrom-Ankerwicklungen. 
Wien, 1950. 365p. illus. © Springer- 
Verlag OHG; 18Aug50; AF12653. 


I, Springer-Verlag OHG., Vienna. 
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Springer-Verlag OHG., Berlin. 
HEILES, FRITZ. 
Wicklungen elektrischer Maschinen und 
ihre Herstellung. 2. verb. Aufl. Berlin, 
1953. 270p. illus. © on supplements; 
Springer-Verlag OHG,; 3Jan53; AF13275. 


I. Springer-Verlag OHG., Berlin. 
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‘SPRINGER-VERLAG. 
Wilhelm Ostwalds Ausl&Usungslehre. 
APO-5926. SEE Mittasch, Alwin. 





Springer-Verlag OHG. 
WEINBERGER, OTTO. 
Die Wirtschaftsphilosophie des 
Aiten Testamentes. 141 p. 
© Springer-Verlag OHG, Wien; 
11Feb48; AF7553. 


I. Springer-Verlag OHG. 
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KLEZL, FELIX. 

Wirtschaftsstatistik in Theorie 
und Praxis. 30 p. © Springer- 
Verlag, Vienna; 240cth7; AF6873. 


I. Springer-Verlag. (1) 
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WEBER, WILHELM. 
Wirtschaftswissenschaft von heute; 
ein Uberblick tiber moderne 
Skonomische Forschungen. 214 p. 
© Springer-Verlag; 13Nov53; 
AFO-12653. 


I. Springer-Verlag OHG., Vienna. 
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Springer-Verlag OHG., Berlin. 


SIEBENTHAL, WALTER VON. 

Die Wissenschaft vom Traum, Ergeb~ 
nisse und Probleme; eine Einfiihrung 
in die allgemeinen Grundlagen. Mit 
einem Vorwort von Victor Emil 
Freiherr von Gebsattel. 523 p. 
© Springer-Verlag OHG.; 19Jun53; 
AF13578. 


I. Springer-Verlag OHG., Berlin. 
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Springer-Verlag OHG., Berlin. 
KRUSE, WILLY. 

Die Wissenschaft von den Sternen; ein 
Uberblick tiber Forschungsmethoden 
und -Ergebnisse der Fixsternastrono- 
mie. 2. verb. Aufl. bearb. von 
W. Dieckvoss. (Verst#ndliche Wis- 
senschaft, 43, Ba, ) “179 ‘9, 


© Springer-Verlag OHG.; 20Apr54; 
AFO-14902, 
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Zahlentafeln und Formeln fiir den Maschine- 
enbau; zusammengestellt und bearb. nach 
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9. Aufl. 2., unver&nderte Aufl. 216 p. 
illus. © on new matter; Springer-Verlag, 


Berlin; 14Mar49; AFO-654. 
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, LANDOLT, HANS HEINRICH. 
Zahlenwerte und Funktionen aus Physik, 
_Chemie, Astronomie, Geophysik, und Tech- 
~ nikAin Gemeinschaft mit J. Bartels [et 
al.] und unter Vorbereitender Mitwirkung 
von J, D'Ana [et al.] hrsg. von Arnold 
Eucken, 6. Aufl, 1. Bd.: Atom- und Mole- 


kularphysik. 1. T.: Atome und Ionen, 

bearb. von E. v. Angerer [et al.] Vorbe- 
reitet von Georg Joos; hrsg. von Arnold 
Eucken in Gemeinschaft mit K. H, Hell- 
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SCHIEBEL, ADALBERT. 
Zahnrdder. 1. Bd.: Stirn- und 
Kegelrdder mit geraden Zd&hnen. 
4., vdllig neubearb. Aulf. von 
W. Lindner. 1335p. © Springer- 
Verlag OHG.; 8Jun54; AF14O044. 
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II. Springer-Verlag OHG., Berlin. 
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MUHLDORF, ANTON, 
Die Zellteilung als Plasmateilung, Wien, 
1951. 194 p, illus. © Springer-Verlag; 
27Sep51; AF0O-7910, 


I, Springer-Verlag OHG., Vienna. 
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KREKELER, KARL, 
Die Zerspanbarkeit der metallischen und 
nichtmetallischen Werkstoffe. 358 p, 


illus. © Springer-Verlag OHG., Berlin; 
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GEBAUER, HEINRICH. 
Zur Frage der Zuldssigkeit 4rztlicher 


Experimente unter besonderer Bertick- 
sichtigung der ftir die Heilbehandlung 
entwickelten Grundsdtze. 89 p, 
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Folge, 2) © Springer-Verlag OHG, 
Wien; 14Jun49; AF11589, 
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POPP, CAMILLO. 

Zur genaueren Berechnung der Fahr- 
bahn-Langstraéger stahlerner Eisen- 
bahnbriicken. (Forschungshefte aus 
dem Gebiete des Stahlbaues, 

Heft 10) 61 p. © Springer-Verlag 


OHG.; 22Apr54; AFO-14862., 
I. Springer-Verlag OHG., Berlin. 
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KRUEGER, FELIX EMIL. 

Zur Philosophie und Psychologie der 
Ganzheit; Schriften aus den Jahren 
1918-1940, hrsg. von Eugen Heuss. 
347 p. © Springer-Verlag OHG.; 
10Sep53; AF13637. 


I. Heuss, Eugen, ed. 
II. Springer-Verlag, -OHG., Berlin. 
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SPRINGER-VERLAG, 

Zur Strahlungsriickwirkung in der 
klassischen Mesonentheorie,. Die 
klassische Mesodynanik als FPern« 
wirkungstheorie, AF0-511). 

SEE Steinwedel, Helmut. 
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DEUTSCHE MINERALOGISCHE GESELL- 

SCHAFT. 

Zur Struktur und Materie der Festk&Srper, 
Diskussionstagung der Sektion fiir 
Kristallkunde der Deutschen Mineralo- 
gischen Gesellschaft am 1./2. Mai 1951 


in Frankfurt/M. Berlin, 1952. 304 p. 
illus. © Springer-Verlag OHG.; 
12Sep52; AFO-10012, 


I. O'Daniel, Herbert, ed. 
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KREINER, W. M. 

Zur Technik der Kropfoperation. Mit 
einem Vorwort von F. Spath. Wien, 1952. 
162 p. illus. © Springer-Verlag; 
25Jan52; AFO-7175. 


I, Springer-Verlag OHG., Vienna. 


Library of Congress 
Copyright Office 





Springer-Verlag OHG., Berlin. 


NAHRGANG, GUNTHER. 

Zur Theorie des vollkommenen und 
unvollkommenen Brunnens, ein 
Beitrag. 43 p. © Springer- 
Verlag OHG.; 16Aug54; AFO-15395. 
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OH DON'T YOU WANT TO GO; w, m & 
© Buna Mildred Springfield 22Jan51 
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THE OLD SOUTHERN FARM; w, m & © Buna 
Mildred Springfield 22Jan51 
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MY JUMP TEMPO; m & © Harry Barber 
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Ezy=Kaster Company. 
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SPRINGFIELD, ILL. Chamber of Commerce. 
City map o@f Sprimgfield, Mlinois, map 63 
x 40cm. fold. to 22x 10¢em. Scale ca. 
1:15,500. © Springfield Chamber of 
Commerce, iac., Springfield, fl.; 
230ct4s; F 4268. 
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Illinois State Capitol buildings, 
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“ v. 1, ed. of 1917; republished 1952 [i.e. 
1953] New York, c1953. 3p., 80 p. of 
col, maps. 34cm, Scale of maps 


ca, 1:1,200 and ca. 1:2,400. © Sanborn 


Map Co.; 3Apr53; F14135, 
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SANBORN MAP COMPANY. 

*Insurance maps of Springfield, Illinois. 
v. 2, ed, of 1917, including part of Wood- 
side Township. Republished 1952. New 
York, c1953. 3p., 151-227 p.ofcol, — 
maps. 36cm. Scale of maps ca, 1:1,200 


and ca, 1:2,400. © Sanborn Map Co,; 
12Jun53; F14717. 
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SANBORN MAP COMPANY. 
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v. 2, revision no, lst, May 1954. Amend- 
ments. © Sanborn Map Co.; 4Oct54; | 
F17584, 
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SANBORN MAP COMPANY. 

*Insurance maps of Springfield, Illinois. 
v. 3, ed. of 1917, including Grandview, 
Leland Grove, and parts of Springfield and 
Woodside townships. Republished 1952, 
Scale of maps ca. 1:1,200 and ca. 1:2,400. 
© Sanborn Map Co.; 22Jul53; F14951, 


1. Springfield, Il. 
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SANBORN MAP COMPANY. 
[Insurance maps of] Springfield, Ill. v. 3, 
revision no, lst, June 1954. Amendments. 
© Sanborn Map Co.; 18Oct54; F17665. 
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St. Marthats cookbook, 198. 5 p. 
© St. Martha's Guild, St. Paul's 
Cathedral, Springfield, I1l.; 
17Dech7; A19893. 


Library of Congress @ 
Copyright Office 





SPRINGFIELD, Ill. 
see 
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SPRINGFIELD, fl. SEE Da Willia 
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see 
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SPRINGFIELD, (MASS« CHAMBER OF COMMERCE 


Official seal; cert*fied value spon«= 
sored by the Merchants Bureau, 
Springfield Chamber of Commerce. 
{From the Springfield daily news, 
Auge 29» 19 0, Pe 8=9} (General 
merchandise) Sheets. © Springe 
field Chamber of Commerce (in no= 
tice: Merchants Bureau); 29Aug50; 
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Springfield days [and] Official 
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© 16Sephi93 B5-112h);. 
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What's in it for you? (Service) 
Folder. © 21Novj9; KKY3252. 





SPRINGFIELD, MASS. CONNECTICUT 
VALLEY HISTORICAL MUSEUMe SEE 
Connecticut Valley Historical 
Museum, Springfield, Mass. 





SPRINGFIELD, MASS. ORDINANCES, ETC. 
Revised ordinances of the city of Spring- 
field, Massachusetts, 1952. The Charter 
of the city and the general ordinances of 
the city, enacted as a whole, September 8, 
1952, effective October 15, 1952. Pub- 
lished by order of the mayor and the City 


Council. [The first revision and codifica- 
tion since 1945. Codified, edited, and 
indexed by the editorial staff of Michie 


A71132 
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SPRINGFIELD, MASS. ORDINANCES, ETC. 
Revised ordinances of the city of Spring- 
field, Massachusetts, 1952... (Card 2) 


City Publications Co.] Charlottesville, 
Va., Michie City Publications Co., 1952. 
427 p. © on additions & revisions; 
City of Springfield; 80ct52; A71132. 


I, Michie City Publications Company. 
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-PRICE AND LEE COMPANY, INC. 
Map of the city of Springfield, Mass. (Arrow 
map) Scale ca. 1:24,000. © Price & Lee 
Co.; 28Apr54; F17630. 


1, Springfield, Mass. 
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PRICE AND LEE COMPANY, INC. 

*Map of the city of Springfield, Mass. map 
60 x 48 cm. fold. to 23x1llcm. (Arrow 
map) Scale ca. 1:23,000. Indexed. 
© The Price & Lee Co., New Haven; | 
22Jun51; F9880. [2 city maps on verso. 
© The Price & Lee Co.] 
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*Map of the city of Springfield, Mass. 
map 60 x 48 cm, fold to 23 x 11 cm. 
(Arrow map) Scale ca, 1:23,000. © The 
Price & Lee Co., New Haven; 12Jul50; 


F7918. [2city maps onverso. © The 
Price & Lee Co. ] 


1. SPRINGFIELD, Mass. 


Library of Congress 
Copyright Office © 





SPRINGFIELD, Mass. 


PRICE AND LEE COMPANY, INC, 

*Map of the city of Springfield, Mass. map 
60x48 cm, foldto 23x1llem. (Arrow 
map) Scale ca. 1:23,000,. © The Price 
& Lee Co., New Haven; 12Jul50; F7918. 
[2 city maps on verso. © The Price & 
Lee Co. ] 


1. SPRINGFIELD, Mass. 


SEP 19 1950 


Library of Congress 
Copyright Office 





SPRINGFIELD, Mass. 


PRICE AND LEE COMPANY, INC, 

*Map of the city of Springfield, Mass. 
map 60 x 48 cm. fold, to 23 x 11 cm. 
(Arrow map) Scale ca. 1:23,000. 
Indexed. © The Price & Lee Co., New 
Haven; 28Jul52; F13053. [2 city maps 
on verso, © The Price & Lee Co.] 


1, SPRINGFIELD, Mass. 


Library of Congress 
Copyright Office 





SPRINGFIELD, Mass. 
The Price & Lee co's map of the city 
of Springfield, Mass. 


© eiDeess} The Price & Lee co., New 
Havens F 30. 


trm 1-22+)7 





SPRINGFIELD, Mass. 
The Price & Lee co's map of the city 


of Springfield, Mass. 


© 170cth6; Price & Lee co., New 
Havens; FP 1096. 


mrm 1<-21+l,7 





Springfield, Mass. 


SPRINGFIELD, MASS. ORDINANCES, ETC. 
Revised ordinances of the city of Spring- 
field, Massachusetts, 1952. The Charter 
of the city and the general ordinances of 
the city, enacted as a whole, September 8, 
1952, effective October 15, 1952. Pub- 
lished by order of the mayor and the City 


Council, [The first revision and codifica- 
tion since 1945. Codified, edited, and 
indexed by the editorial staff of Michie 


A71132 


Dbcaay ob Genates (Cont'd on next card) 
Copyright Office 





SPRINGFIELD, MASS. ORDINANCES, ETC, 
Revised ordinances of the city of Spring- 
field, Massachusetts, 1952... (Card 2) 


City Publications Co.] Charlottesville, 
Va., Michie City Publications Co., 1952. 
427 p. © on additions & revisions; 
City of Springfield; 8O0ct52; A71132. 


I. Michie City Publications Company. 
Il. Springfield, Mass. 


Library of Congress 
Copyright Office /w 





SPRINGFIELD, MASS. 


INTERSTATE PUBLISHING COMPANY, INC. 
Springfield, Chicopee, Ludlow, Agawam, 
E. Longmeadow, Hampden, Longmeadow, 
W. Springfield, Wilbraham [Mass.] direc- 
tory of streets and information, with 
Springfield & vicinity indexed map. 128 p. 


Appl. authors: Harvey I. Morris & Eliza- 
beth F. Gaffny. © Interstate Pub. Co., 
inc.; 10ct54; A159853. 


1. Springfield, Mass. 


Library of Congress & 





SPRINGFIELD, \Mass. 


INTERSTATE PUBLISHING COMPANY, INC., 

Everett, Mass. 

Springfield, West Springfield, Longmeadow 
[and] East Longmeadow [Mass.] directory 
of streets andinformation. 96 p. 14cm, 
Fold. "Map of Springfield, Massachusetts” 
laidin. Scale not given. Indexed. Appl. 
authors: Harvey Morris and Elizabeth F. 
Gaffny. © Interstate Pub. Co., inc., Ever- 
ett; 27Dec51; AA207181. 


(Cont'd on next card) 


Library of Congress ee 
Copyright Office 





INTERSTATE PUBLISHING COMPANY, INC., 
Everett, Mass. 
Springfield, West Springfield......(Card 2) 


1. SPRINGFIELD, Mass. 

2. SPRINGFIELD, Mass. --SUBURBS. 
I. MORRIS, HARVEY. 

Il. GAFFNY, ELIZABETH F. 


AA207181 


Library of Congress S 
Copyright Office 





SPRINGFIELD, Mass. 


see 
Hammond (C. S.) & CO. 
Springfield, Mass., business center, 


F 1897. 





SPRINGFIELD, Mass. SEE 

Hearne Brothers. 
Official Hearne Brothers ... metro- 
politan Springfield ... ¥F5871. 





SPRINGFIELD, Mass. 
see 
LaCroix publishing co. 


Map of the city of Springfield, Mass, 
F 2003. 








SPRINGFIELD, Mass. SEE 
Price and Lee Company, inc. 
Map of the city of Springfield, 
Mass. F643. 





SPRINGFIELD, Mass. SEE 

Price and Lee Company, inc. 
Map of the city of Springfield ... 
P6455- 





Springfield, Mass. George Walter 
Vincent Smith art museum 


see 


George Walter Vincent Smith art gallery, 
Springfield, Mass. 


& car -2)-)6 





SPRINGFIELD |Mass. -~SUBURBS. 


INTERSTATE PUBLISHING COMPANY, INC., 

Everett, Mass. 

Springfield, West Springfield, Longmeadow 
[and] East Longmeadow [Mass.] directory 
of streets and information, 96 p. 14cm, 
Fold. ''Map of Springfield, Massachusetts" 
laidin. Scale not given. Indexed, Appl. 
authors: Harvey Morris and Elizabeth F. 
Gaffny. © Interstate Pub. Co., inc., Ever- 
ett; 27Dec51; AA207181. 


(Cont'd on next card) 


Library of Congress & 
Copyright Office 





INTERSTATE PUBLISHING COMPANY, INC., 
Everett, Mass. 
Springfield, West Springfield......(Card 2) 


1, SPRINGFIELD, Mass. 

2. SPRINGFIELD, Mass. --SUBURBS. 
I. MORRIS, HARVEY. 

Il. GAFFNY, ELIZABETH F. 


AA207181 


Library of Congress & 
Copyright Office 





SPRINGFIELD, MO., CITY STREET DIe 
RECTORY, 1952.” springfield, Mo., 
Printed and distributed by Diamond 
Print. Service. 3lp. © Jaties 
McDonald Lanham; lAugS52; AA220090,. 





SPRINGFIELD,| MO. 


MOORE, WILLIAM JOHN. 

*Map of Springfield, Missouri. Map 42 x 
53cm. Scale ca. 1:26,000. Blue line 
print. Indexed. © William J. Moore; 
1May52; F13857. 


1. Springfield, Mo. 


Libary of Congress 
Copyright Office 





SPRINGFIELD, MO. 


LINEAWEAVER, WILLIAM CHARLES. 
Springfield, Greene County, Mo.; 
locality sketch showing location of 
2501 West Mill [St.] and vicinity. 
Scale ca. 1:7,500. © William Charles 
Lineaweaver; 13Nov53; F16207, 


1, Springfield, Mo. 


Library of Congress © 





SPRINGFIELD, Mo. 
Map of Springfield, Missouri. 


© 16Marl6; William J. Moore, 
Springfield, Moes F 


trm 116-7 





SPRINGFIELD, Moe 
Map of Springfield, Missouri, 


© 1jJan6; william J, Moore, Springe 
field, Mo.3 F 9. 





SPRINGFIELD, Moe 
Springfield, Missouri street and ward 
map, 49 1/2 x 01/2 cm. © City of 


a s field, Missouris 20 Mayl'73 





SPRINGFIELD, Mo. SEE 
Moore, William 
Map of Springf Missouri. F4223. 





SPRINGFIELD, Mo. SEE Hearne Brothers. 
Official Hearne Bros. ... greater Spring- 


F3832. 





SPRINGFIELD, N. Je 

PRICE AND LEE COMPANY, INC. 

*New map of Summit, Millburn and Spring- 
field, New Jersey. map 62 x 58 cm. fold, 
to 23 x1llcm. (Arrowmap) Scale ca, 
1:16,000, © The Price & Lee Co., New 
Haven; 21Dec50; F8660, 


. SUMMIT, N. J. 2, MILLBURN, N, J. 
. SPRINGFIELD, N. J. 


Library of Congress FER 2 
Copyright Office & B27 1959 





SPRINGFIELD, N. J. 


PRICE AND LEE COMPANY, INC. 

*New map of Summit, Millburn, and Spring- 
field, New Jersey. New Haven [1952] 
Map 61 x 57 cm. fold. to 23 x 11 cm. 
(Arrow map) Scale ca. 1:16,000. Indexed, 


© The Price & Lee Co.; 10Nov52; F13668. 


. Summit, N. J. 
. Millburn, N. J. 
. Springfield, N. J. 


Library of Congress © 
Copyright Office 





SPRINGFIELD, N.J. SEE 
Price and Lee Company, inc. 
New map of Summit, Millburn and Spring- 
field, New Jersey. F4367, 





with 


Detroit. merry ae 
aye Clark County Tonio) 





SPRINGFIELD, OR. 


CHICKERING, HERBERT GEORGE, JR. 
City of Springfield & vicinity, Lane 
County, Oregon. Scale 1" = 1,000'. 
© H. G. Chickering, Jr.; 19Feb54; 
F16368,. 


A. Springfield, Or. 


Library of Congress @ 





SPRINGFIELD, OR. 
CHICKERING, HERBERT GEORGE, 
Eugene, Springfield & vicinity, Lane 
County, Oregon [in 8 sheets - 7 now pub- 
lished] Scale 1" = 600'. ©H. G. Chick- 
ering, Jr.; 15Nov54; F17931. 


1, Eugene, Or. 
2, Springfield, Or. 


Library of Congress oH 





SPRINGFIELD, OR. 


OREGON BLUE PRINT COMPANY. 
Pittmon map of Eugene, Springfield [Or.] 
& vic. Scale ca. 1:20,500, 
© Walter A, Underwood, Jr., d.b.a. 
Oregon Blue Print Co.; 7Jan54; 
F16187, 


1, Eugene, Or. 
2. Springfield, Or. 
I, Title. 


Library of Congress 6 





SPRINGPIELD, Or. SEE 
Hearne Brothers. 
official Hearne Brothers ... Lane 
County ... ¥F6757. 





SPRINGFIELD, Or. SEE 
Thomas Brothers, mep publishers. 
pete. Springfie and vicinity ... 


F6806. 





SPRINGFIELD, Or. SEE 
Thompson, Earl Nelson. 
City of Springfield, Oregon. F4372. 





SPRINGFIELD, \TENN, GHAMBER OF COMMERCE. 
springfield, Tennessee? indvatry, a» 
gricuilture « little city with a 
big future, [Iliustrated pamphist 
with map] Reproduction of drawings 

and photographse © Springfield 
Chamber of Commerce, Springfield, 
Tonnes 1200t503 K26707. 





SPRINGFIELD all wool blanket, it's 
Sizeset. SEE Springfield Woolen 
Mills Company. KK2l11. 





Springfield and Chicopee exchanges 
address record. 


gee 


New England telephone and telegraph co, 


zor |j=30«l;7 





Springfield and vicinity telephone 
directory. AAljj106. see Ohio 
Bell telephone co-« 





SPRINGFIELD APPLAUDS AMAZING NEW DATRY 
MIRACLE. SEE M and R Dietetic Labor- 
atories, Inc. 





SPRINGFIELD BAKERY COMPANY ©, 
Holsum sweet rolls. « Label. 
© 15Mar5l; xK60111. 


APR 23 196 





SPRINGFIELD BLUE PRINT AND PHOTO COPY COMPANY, 
SPRINGFIELD, MO. 

MOORE, WILLIAM JOHN. 

*Map of Greene County, Missouri. Spring- 
field, Mo., Springfield Blue Print & Photo © 
Copy Co., c1953. Map 64 x 102 cm. 
Scale ca. 1:64,000. Reproduced photo- 
graphically. © William J, Moore; 
31Jan53; F13858. 


1, Greene County, Mo. I. Springfield Blue 
Print and Photo Copy Company, Springfield, 
Mo. 


Library of Congress 
Copyright Office 





SPRINGFTELD BLUE PRINT AND PHOTOCOPY COMPANY, 


SPRINGFIELD, MO. 
MOORE, WILLIAM JOHN. 


*Map of Lawrence County, Missouri. Based 
on the State Highway Planning Survey map 
of Lawrence County and the U. S. Geolog- 
ical Survey quadrangle maps covering the 
Lawrence County area. Springfield, Mo., 
Springfield Blue Print & Photo Copy Co., 
c1953. Map 71x92cm. Scale ca. 1: 
63,360. Reproduced photographically. 
© William J. Moore; 2Feb53; F13860. 


1. Lawrence County, Mo. I, Springfield Blue 
Print and Photo Com- 


Library of Congress x 
Copyright Office pany, Springfield, Mo. 





SPRINGFIELD BLUE PRINT AND PHOTO COPY COMPANY, 
’ SPRINGFIELD, MO. 

MOORE, WILLIAM JOHN. 

*Map of McDonald County, Missouri. Based 
on the State Highway Planning Survey map 
of McDonald Co. and the U. S. Geological 
Survey quadrangle maps covering the 
McDonald Co, area. Springfield, Mo., 
Springfield Blue Print & Photo Copy Co., 
c1953. Map 58x104cm. Scale ca. 1: 
65,000. Reproduced photographically. 
© William J. Moore; 31Jan53; F13861. 


Library of Congress 
Copyright Office 


& (Cont'd, on next card) 





SPRINGFIELD BLUE PRINT AND PHOTO COPY COMPANY, 


“ SPRINGFIELD, MOe 
MOORE, WILLIAM JOHN. 
*Map of McDonald County, Missouri. 


(Card 2) 


1. McDonald County, Mo. 
I, Springfield Blue Print and Photo Copy 


Company, Springfield, Mo. 


F13861, 


Library of Congress & 
Copyright Office 





SPRINGFIELD BLUE PRINT AND PHOTO COPY COMPANY,. 
SPRINGFIELD, MO. 

MOORE, WILLIAM JOHN, 

*Map of Newton County, Missouri. Based 
on the State Highway Planning Survey map 
of Newton County and the U. S. Geological 
Survey quadrangle maps covering the 
Newton County area. Springfield, Mo., 
Springfield Blue Print & Photo Copy Co., 
c1953. Map 62x104cm. Scale ca. 1: 
65,000. Reproduced photographically. 
“Camp Crowder area prepared from War 
Assets Administration maps." © William 
J, Moore; 3lJan53; F13862. 


Library of Congress 
Copyright Office © (Cont'd. on next card) 





SPRINGFIELD BLUE PRINT AND PHOTO COPY COMPANY,, 


SPRIN LD, MO 
TOOK, WILLIAM JOHN. 
*Map of Newton County, Missouri. (Card 2) 


1, Newton County, Mo. 
I, Springfield Blue Print and Photo Copy 


Company, Springfield, Mo. 


F13862. 


Library of Congress 
Copyright Office 





KK 2853 


Springfield brewing corp., claimant 

New England ale. (Ale and beer) 
[Baltimore, Printed by Gamse lithograph- 
ing coe, ine.] cl19h6. 

sheet. 8x10 on. 


Label. 
Application author: Sanuel Merl. 
© h- 22- “4 2 c 4-29-16; Springfield, 
D356 


ae yg 28 
mge 6-6-6 





SPRINGFIELD, BROWN CO., MINN. SEE 
Sanborn Map Company. 





Springfield, Buffalo, Cantrall, Mechanics- 
burg, Riverton and Rochester. telephone 
Gircctory. AA3\38h. see Tllinois Bell 
telephone co. 





Springfield, Buffalo, Cantrall, 
iigchanicsburg, Riverton and 
Rochester classified telephone 
directory. AA34385. see Donnelley 
(Reuben H.) 





Springfield, Buffalo, Cantrall, 
Mechanicsburg, Riwerton and 
Rochester telephone directory. 


sce 


Illinois %e11 telephone company, 


vi 29Aprl,7 





Springfield Church, 


BIEBER, EDMUND ELLIS. 

Springfield Church, a brief history of 
Trinity Evangelical Lutheran Church of 
Springfield Township, Bucks County, Pa., 
from 1751 to 1953, [Pleasant Valley, Pa., 
1953] 207p. illus. © Springfield 
Church Council; 29May53; A93587. 


I, Trinity Evangelical Lutheran Church, 
Springfield Township, Bucks Co., Pa. 
Council. 


Library of Congress j/+ 
Copyright Office 





SPRINGFIELD CHURCH COUNCIL SEE 
Trinity Evangelical Lutheran Church, Spring- 
field Township, Bucks Co., Pa. Council. 





fhe Springfield church surveys 
R112809, SEE 
Douglass, Harlan Paul, 





Springfield (Clark county, dhio) etty 
directory. : 
Williams’ Springfield (Clark county, 


Ohio) city directory, 195-6 ... 
Cincinnati, Williams directory co., 
C196. 

1 ve 27cm, 

© 27Marl6; publisher; 4.3208. 


I. Title: Springfield (Clark county, 
Ohio) city directory. 





A3063 Springfield (Greane eounty, Mo.) city 
directory. 
Pelk's Springfield (Greene ceunty, Mo.) 
city directory, 194.6 .«e Kansas City, 
Mee, Re Le Polk & ce., ©19)6. 
lv. 27°, 


© 1@Aprii6é; publisher; A%4063, 


I. Title: Springfield (Greene 
ceunty, Mo.) city directory. 


Library of Congress @.. 3d unl6 


Copyright Office 





Springfield College victory song. 

SPRINGFIELD VICTORY SONG. Springfield 
College victory song; w, m & © 
Russell Vernon Pollard Jr. 12Mar52 
EU267609 


Library of Congress & 
Copyright Office 








Springfield district telephone 
directory. AAl285). see New England 
telephone and telegraph co, 





SPRINGPIELD FIRE AND MARINE INSURANCE 

COMPANY 

Reinsurance manuals Springfield group 
of insurance com :panies. Spring- 
field, Mass., cl9l9. 56 1., illus. 


© 3uayl93 AA122920. 





SPRINGFIELD FIRE AND MARINE IN- 

SURANCE COMPANY. 

A century of achievement, 1849-1949; the 
story of a century of constant devotion 
to protection against loss by fire and 
other perils. "[Seringticia, Mass,, 1949] 
66 p. illus. Springfield Fire and 
Marine Insurance Co; 1Feb49; A31890. 


Library of Congress 
Copyright Office @ vp/de 





SPRINGFIELD HOSPITAL, SPRINGFIELD, VT. 
Taking care of our owne 15 ps 
© Cornelius abo. Smith; 


16Nov53; A118 





SPRINGPIFLD HOSPITAL, SPRINGFIELD, 
VT« BUILDING FUNDs 
Workers guides NM: revisions. 
© Cornelius Magers Smith; 
liganSs Al23168. 





SPRINGFIELD, ILLINOIS, DEAR, COULD 
NOT RESIST WRITING YOU OF OUR 
TRIP TO THIS HISTORIC OLD CITY. 
SEE Steiger, William Albert, 





SPRINGFIELD IS THE GATEWAY. The gate- 
way to the Ozarks; w, m & © Grace 
Haggard Tucker 21Aug535 EUS29015 


Library of Congress & 





SPRINGFIELD LOCAL TELEPHONE ComPaANY ©, 
Springfield, Vte, diatrict classified 
telephone directory. May 
{Bound with Springfield telephone 


at ° 19521) 1 vs 
© iéayshs abaee ; 


@ JUN 11 1951 





SPRINGFIELD LOCAL TELEPHONE ComPANY ©. 
Springfield, Vt. district classified 
telephone directory. (Bound with 
New England Telephone & Telegraph 
Cos Springfield, Vt. telephone 
directory) Aug. 1950. 1 vv. 
© 31Aug503; AA1L643512. 





SPRINGFIELD MARCH ©@w & m Fred 
DeForest Crosby 9Febl\8 £U116173 


Library of Congress 


Copyright Office @ 





The Springfield, Massachusetts econonte 
area, a community inventory. 
FUTURE SPRINGFIELD, INC., SPRINGFIELD, 

MASS. 

The Springfield, Massachusetts eco- 
nomic area, a community inventory; 
prepared by Future Springfield, 
inc., Bureau of Research in Munici- 


pal Government. [Sherman P. Voor- 
hees, executive director] 26 1. 
© Future Springfield, inc.;3 
25Jun543; A149041. 


I. Voorhees, Sherman P. 


Library of Congress e 
Copyright Office 





Sprinsfield, Mo. Central Bible institute. 


The Cup, published by the Senior class 
of 1946 of Central Bible institute, 
Springfield, Missouri. v.8. ([Spring- 
field, Mo.) ag re 
180 p. Sllus,(incl.ports,) 27°, 


® 27Mayh6é; Keith J, Hill [and] Alvin 
Weiss, Tulsa, Olk.3 A3286. 


Te Hill, Keith J. IZ. Weiss, Alvin. 
I. Springfield, Mo, Central Bible 


TL 
ns titute. 
+ Se Bet OF 
ve vbp 17July6 


T 
~ 
£ 

ate 





Springfield Music, inc. 

SIDETRACKED; w & m Don Larkin & Joe 

Simpson © Springfield Music, inc. 
28Dec54 EU381164 


Library of Congress Se 


Copyright Office 





Springfield Offset and Printing Co., inc. 


KITES, CLIFFORD L. 

Reminiscences of an old sportsman. With 
illus. from photos. by Courtlandt L. Kites. 
108 p. © Springfield Offset & Print. Co., 
inc., Springfield, Mass.; 1Mar51; A53137. 


I, Springfield Offset and Printing Co., inc. 


mft® - 6 1951 


Library of Congress & 
Copyright Office 





ingfield, Ohio, YMCA, 185-195. 
The MCMILEEN, ‘THEODORE CLARK. 
The Springfield, Ohio, YMCA, 1854- 
1954. 172 p. © Young Men's 
Christian Association, Springfield, 
Ohio; 3Aug54; A150049. 


I, Young Men's Christian Associations. 
Springfield, Ohio. 


Library of Congress & r/ tt 


Copyright Office 





SPRINGPIELD, OHIO'S BEST CITY. 
K34,5706 SEE Porter, Bettye 





SPRINGPIELD PUBLISHING COMPANY. 
Country correspondent's manual. 
AS89413. SEE Erickson, August 
George. 





SPRINGFIELD RIFLE. Warner Bros. Pictures, 
1952. 93 mine, Bde, color, 35mm. 
Summary: A Union officer allows himself 
to be court-martialed and cashiered out of 
the Army so that he can join Confederate 
sympathizers and stop their interference with 
shipments of horses to Union forces. Setting: 
A Colorado cavalry post during the Civil War. 
Filmed on Mt. Whitney near Lone Pine, Calif. 
Gredits: Producer, Lovis FP. Edelmans direc- 
* tor, Andre DeToth; story, Sloan Nibley; screen 
play, Charles Marquia Warren, Frank Davis; 
music, Max Steiner; film editor, Robert L. 
Swanson. WarnerColor. Cast: Gary Cooper 
Phyllis Thaxter, Da @ v5" Brien, aul Kelly, 





SPRINGFIELD RIFLE (Card 2) 


Len Chaney. 
© Warner Buea: Pictures, —— 300ct523 
LP2016. 





SPRINGFIELD ROAD LOOKING NORTH AT NEW 
SALEM ciLie2 SEE Phillips, Aaron 
Francis. 





SPRINGFIELD VICTORY SONG. Springfield 
College victory song; w, m & © 
Russell Vernon Pollard JP. 12Mar52 
ace ite 


Library of Congress 
Copyright Office 





SPRINGFIELD, WASHINGTON COUNTY, KY. 
R11028);. SEE Sanborn Mep Company. 





Springfield, West Springfield, Long- 
meadow, Chicopee directorye Ve 9h. 
New Haven, 1945, 


© 21Dech.5; 2c 5Janl6; Price and 
Lee coe, New Haven, A171. 





Springfield, West Springfield, Long- 
meadow, Chicopee directory, ishé. 
(v. 95] Springfield, Mass., The 
Price & Lee company, °19)6. 

1 29cm, 


©170cth6; publisher, New Haven, 
46362, = 


22Novl6 





SPRINGFIELD, WEST SPRINGFIELD, 
LONGMEADOW, CHICOPEE DIRECTORY. 
197. Ve 96. l Ve, illus. 
© Price & Lee Co., New Haven; 


50Sepl73 AA65143~ 





SPRINGPIELD, WEST SPRINGFIELD, LONG~ 
MEADOW, CHICOPEE [MASS,} DIRECTORY, 
19\8. [Vole 97] 1 ve ©The Price 
& Lee Co., Springfield, Mass.; 
20Sepl\8; AA9697L. 





SPRINGFIELD, WEST SPRINGPIELD, LONG} 
WEADOW, CHICOPEE [MASS.] DIRECTORY, 
19)9« 1ve ©The Price & Lee 
Cos} 1OAugl9; AA126272. 





SPRINGFIELD, WEST SPRINGFIELD, LONG- 
MEADOW DIRECTORY, 1950. 1179 pe 
© The Price & Lee Cos, New Haven; 
12Ju150; AA157015~ 





SPRINGFIELD, WEST SPRINGFIELD, 
LONGMEADOW [MASS.] DIRECTORY, 
1951. {Vol. 100] 1 ve, map. 
© The Price & Lee Co., Spring- 
field, Mass.3; 22Jun5l; AA187,81. 





SPRINGFIELD, WEST SPRINGFIEID, 
LONGMEADOW {MASS.»] DIRECTORY, 
1952. {Vole 101] Springfield,: 
Wasse, Price & Lee, cl1952e 1 Ve 
mape ©The Price & Lee Cos} 
28Jul1523 AA225791. 





SPRINGFIELD, WEST SPRINGPTELD, 


READOW DIRECTORY OF STREETS 
INFORMATIONs 90 pag Liluss 


© Interstate Pubs Cos, ince 
Everett, Mass.s 26NarSls AA 


LONG} 
AMD 


179587 





SPRINGFIELD, WEST SPRINGFIRLD, LONG* 
MEADOW cMASSea DIRECTORY, 195hs 
cVol. 1033 © Price & Lee Coss 
28AprSh; A149508. 





SPRINGFIELD, WHERE GOLD WAS TAKEN OUT 
BY THE BUCKETFUL. R8331h. SEE 
Peterson, Harry Claude. 





SPRINGFIELD WOOLEN MILLS COMPANY ro 
Springfield all wool blanket, it* 8 
Sizeset. Pamphlet. © © 29Sep9; - 





SPRINGFIELD WOOLEN MILLS company ©. 
‘Wondrous washable all wool blanket! 
Springfield = “the name famous in 
blankets. Sheet. © 20Jan50; 


KK4521). 


@ FEB 7:2 1950 





SPRINGFIELD WRITERS? CLUB, Springfield, 
Ohiose SEE Writers’ Club, Spring- 
field, Ohiocs 





SPRINGFIELD WRITERS* CLUB. 
Book of Christmas Beee” An 
anthology. &A103867. SEE 


Lockett, Annie ~ “eds 





SPRINGPIGLD WRITERS' CLUB, SPRINGS 
FIELD, OHIO, SEE 
Occasions 





Springford, Dorothy Anne. 


HANGOVER HEART ©w & m Dorothy Anne 
at det ges & Warren Harding Lemey 
34Febl.8 EU123)01 


Library of Congress @ 
Copyright Office 





Springford, Dorothy Anne. 


TO BE OR NOT TO BE IN LOVE ©@w & m 
Dorothy Anne Springford & Warren 
Harding Lemey SFebL8 EU12 3,02 


Library of Congress & 
Copyright Office 





SPRINGHILL, La. 


GLOBE MAP COMPANY. 

*Springhill [La.] map 85x 86cm. Scale 
1;12,000; 1" = 1000". Blue line print. 
Shows ownership of real property in 
adjacent rural areas, and location of oil 
and gas wells. © Globe Map Co., Shreve- 


port, La.; 3Mar52; F11262. 
. SPRINGHILL, La. 


Library of Congress @ 


Copyright Office 





SPRINGHILL, La. 


SANBORN MAP COMPANY. 

Springhill, Webster Parish, Louisiana. 
July 1951. 6 col. maps 65 x 55 cm. 
Scale of maps 1:1,200 or 100 ft. to 1 
inch, and 1:600 or 50 ft. to 1 inch. 
Indexed. © Sanborn Map Co., New York; 
12Dec51; F10843, 


. SPRINGHILL, La, 


Library of Congress es 
Copyright Office ; 





SPRINGHORN, HAROLD PREDERICK. 
Sexauer system check list. A77l25. 
SEE Sexauer (J. Ae) Manufacturing 
Company, inc. 





SPRINGHORE, HAROLD FREDERICK. 
The Sexauer system of standardized 
repair service. A7511S. SEE 
Sexauer (J. A.) Manmfacturing 


Company, inc. 





Sprimghouse novelties, inc. 


Andersen, Hans Christian, 1805-1875. 

The princess and the pea, by Hans Christian Andersen, 
adapted and illustrated by Harriet ,pseud., ... New York, 
N. Y., Maxton publishers, inc., °1946. 


(32; p. incl. front., illus. (part col.) 253%. (On cover: Maxton books 
for little people) 


1. Wolpin, Harriet. 1. Title. 

PZ8.A54Zp | 839.81364 47-18372 

© 30Dec46; 12Jan47; Spring house novelties, inc., Spring- 
field, Mass.; A10298. 


Library of Congress © 3) 





